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MID-CONTINENT FIELDS 








OKLAHOMA, KANSAS, 
NORTHWESTERN LOUISIANA, NORTH TEXAS 





OKLAHOMA MAY STATISTICS, 
Prairie Oil & Gas Co. 


April May | 
ee . 3,256,164 2,756,856 
Daily average Raed 108,583 88,930 
Deliveries - 2,633,425 2,649,538 
Daily average 87,780 85,469 





Tanked .. 622,739 107,318 
Daily average 20,757 3,462 
WE 6s -saewudene ses 41,227,352 41,463,530 
Gulf Pipe Line Co. 
(Estimated. ) 








MUMMERS einipiaaiSw'e.6'4's a's 0s a 6 660.600 651.000 
Daily average 22,000 21,000 
Deliveries ....... +» 660,000 657,000 
DOOM AVETERCG sc v6ccicaics 22,000 21,200 
The Texas Company. 
(Hstimated.) 
RMRIRD os .wi0in' 64.0100 004 0401016 660,000 710,000 
Daily average ............ 22,000 23,000 
Deliveries ......cscceee 708,750 558,000 
Dally average........+0. 24,107 18,000 
TOMMON 46500008 cnesnvics 37,500 90,000 
POY BVOTERS .cvicccscccsvs 1,250 3,000 
Local Lines. 

RedsknG sb ee sess Gash bewhe es .can 601,375 
NS ore rt eer eerie 16,1 
Deliveries ..cccccccnccccccccccccccccs 601,375 
Day RVETARS. cc ccccecccce hiaea a weenie 16,175 

Total....... $eReé SEV eneawereveee ee 601,375 
MN, AIRED sow 660604 10.0:00 4006000 eee 447,746 
TMOTORES . oda ccccccccsccsoss axasane 63,630 
Total Runs and Deliveries. 
April May 
BOMB 26 sscccesscr 4,522,000 4,619,240 
Daily average 152,805 149,800 
Deliveries 4,002,165 4,365,912 
Daily average 136,720 140,835 
TEMMOG os wecwnseswdcee 697,739 197,318 
DPBUY BVETERC 6.00402 00.00 20,758 6,365 


May 1, 


Mid-Continent Stocks 
Aprii May 
41,463,530 





Prairie O. & C. Co... 41,227,352 

Gulf P. Li. Co...ccceee 5,377,500 6,300,000 

The Texas Co........ 2,161,500 2,251,500 

PE OUMOOTE « x x0 60 8 6c clv wee 7,000,00 6,900,000 
| eo ee ee 55,740,852 55,915,030 
Se ee Core eee er ere 174,178 


Rail shipments in May amounted to 382,445 
bbls., 2,125 cars, a decrease of 112,530 bbls. 
from April. About 90,000 bbls. of this quan- 
tity was taken from storage, the bulk of it 
being fresh production. 


LATEST COMPLETIONS. 








The latest important completions re- 
ported at the time of closing The Jour. 
nal forms are: 

H. Steinberger and associates, Bushy- 
head Tyner land, north half of the 
southwest quarter of section 25-22-12, 
just east of Skiatook, in the north Bird 
Creek district, a 200-bbl. well in the 
1,200-foot sand. An offset will be 
started at once. 

The Fox River Oil and Gas Company, 
Ikey Boone land, northwest quarter of 
section 16-14-12, two miles due west 
of production at Preston, showing for 
400 bbls. Four offsets will be started 
at once. 

Argue & Compton, W. F. Crabtree 
land, section 3-14-18, Muskogee, 800 
bbls-, a location or two southwest of 
good production. 

The Par Oil Company, L. Hawkins 
land, section 27-12-13, south of Ok- 
mulgee, a strong gasser, showing oil, 
in the 1,340-foot sand. Northeast, 
Manuel land, southwest corner of sec- 
tion 10-12-13, the Deep Fork Oil and 
Gas Company has a 100-bbl, well natu- 
ral in the 1,825-foot sand, two and a 
halg miles from production. 

Gunsbure & Forman, Elnora Benge 
land, southeast corner of section 22-27- 
16, Delaware extension, have an 800-bblI* 
well in No. 3, offsetting No. 3 on the 
Clara Keys land, section 23, for F. J. 
Pitt, which made 700 bbls-, with heavy 
sand, 

On the C. Lh Taylor land, Petrolia, 
Clay county, Tex., half a mile east of 
gas wells, the Producers Oil Company’s 
first test is making 2,500 bbls. from a 


1,750-foot formation, 47 gravity oil. 
This is an entirely new oil-producing 
formation in North Texas and is an 
important strike. 

The Coody Oil Company shot its No. 
3, Dovey Matthews land, section 19-15- 
15, Haskell district, and it started at 
better than 100 bbls. an _ hour, doing 
200 bbls. natural. 

On account of recently-completed 
good wildcat producers, the North 
Texas and the Caddo wells, there is a 
decidedly pessimistic feeling among 
Oklahoma producers’ regarding the 
market, perhaps more sympathetic 
than real as to warrant, 





The Bartlesville Deal. 

The sale of consolidated producing 
properties in the Osage and Cherokee, 
Bartlesville district of the Oklahoma 
field, which is being promoted by 
George C. Priestley and associates, is 
still hanging fire. Last week Mr. Van 
Oss, of The Hague, Holland, represent- 
ing the syndicate which owns con- 
siderable producing property in the 
Glenn pool and the shallow sand field 
and is closing a $1,250,000 deal for the 
Gunsburg & Forman properties, was 
in consultation in New York city with 
Mr. Priestley and his associates, and 
the information was given out thatall 
the details relating to the producing 
properties had been settled, but a pipe 
line from Bartlesville to the gulf was 
holding the negotiations open. Sun- 
day of this week Mr. Priestley request- 
ed all the owners of the properties in- 
volved to meet him in Kansas City and 
a number of them did so. Others re- 
fused to go to the conference. It is the 
presumption that the object of the con- 
ference was to scale down the prices 
at which the properties were optioned, 
an upset price of $5,000,000. The an- 
nouncement has been repeatedly made 
that the deal was closed, but some of 
the people who have optioned their 
properties now seem a trifle sceptical. 

Gunsburg & Forman Deal. 

The Van Oss Holland syndicate that 
has paid $100,000 on an option to take 
over the Gunsburg & Forman shallow 
sand properties at $1,250,000 has not 
yet closed the deal, but it is authori- 
tatively announced that it will be 
closed within a few days. All the pro- 
duction was run up to June 1 and al- 
lowances made for tank bottoms on 
that date. David Gunsburg was called 
to The Hague by cablegram and ex- 
pected to return at once to the United 
States but will remain abroad several 
months, Mrs. Gunsburg sailing from 
New York to accompany him, so it ap- 
pears that the properties will soon be 
taken over by the syndicates. 
It has been intimated that the Hol- 
land peoyle will organize a_ holding 
company for the new properties, to 


also include their present  hold- 
ings, capitalized at $5,000,000. If the 
Priestley properties are also taken 


over and a pipe line be projected the 
capitalization would: undoubtedly be 
greatly increased. J. E. Crosbie, the 
syndicate’s Oklahoma representative, 
it is understood, has inspected the 
Bartlesville properties and made a trip 
to New York to consult about them. 
Abstract papers are being prepared 
for a number Of heavy producing prop. 


erties for an English syndicate anxious 
to get a foothold in the Oklahoma field, 
so it would appear that California can- 
not claim all the promotion honors for 
European investors, 

Shipments Stopped. 

The car shipments of Glenn pool 
crude that G. W. Barnes has been 
making for two years to the Security 
refinery at Beaumont, Tex., were stop- 
ped last week, and the Gulf Pipe Line 
Company is connecting the leases, 
while the Prairie Oil and Gas Compary 
is connected to several of them. Mr. 
Barnes has been shipping practically 
all of his production to Reaumont, 
amounting, including several  sub- 
sidiary leases, to about 120,000 bbls. 
a day. John Sealy & Company, 
operating the Beaumont and Corsicana 
refineries, are shipping Caddo crude to 
both places, to be supplemented at 
Beaumont with crude barged from 
Baton Rouge until such time as the 
production at Caddo makes the con- 
struction of a pipe line from that field 
to Beaumont a_ safe venture, and it 
looks as if that time had about arrived, 
judging from the latest reports, in this 
issue of ‘The Journal, from Caddo. 

Field Conditions. 

Activity in the Oklahoma producing 
area is most noticeable in the shallow 
sand districts and in the nurthern part 
of the deep sand districts of the Chero- 
kee division, ‘particularly near Del- 
aware, Chelsea, Alluwe, along the 
Verdigris river,and inthe Bartlesville 
Dewey district along the Caney river 
and in the shallow sand development 
north and northeast of Dewey, extend- 
ing to south and east of Wann. The 
Hogshooter district is also showing re- 
newed activity, both for oil and gas. 
The southern end of the Cherokee is 
quiet. In the Creek division Taneha 
and Muskogee claim most of the work, 
with considerable experimental work 
going on around Okmulgee and Beggs 
and a little at Keystone, in the north- 
western part of the Creek. Aside 
from the Keystone development the 
two points of speciai interest just now 
are Wainwright, southwest of Mus- 
kogee, and near Beggs, where two 
wells have every appearance of locat- 
ing new producing territory. While the 
work covers so much territory that it 
appears Gesultory, it totals as muchas 
during almost any period within the 
past two years and enough new pro- 
duction results to hold the field steady. 

Representative Completions. 

In the Delaware district F. J. Pitt, 
on the Clara Keys land, section 23-27- 
15, has a producer in No, 2 that showed 
an initial production of 500 bbls., the 
best well drilled in the extension that 
far north and west. The Prairie Oil 
and Gas Company’s wells on the Sallie 
M. Cypher land, in the southeast quar- 
ter of section 22-27-15, west and a little 
north of the Pitts wells, do not show 
better than 50 to 100 bbls. West and 
southwest of the Prairie wells several 
dry holes have showed up that make it 
extremely doubtful if the pay can be 
carried any further in that direc- 
tion. Dry holes and light wells are 
found either side of the narrow 
strip that extends west by north 
through sections 24, 25, 26, 27, 22 and 
23. In sestions 24 and 25, on the 


Dick, Ballentine and McClure allot- 
ments, Gunsburg & Ferman, J. H. 
Markham, jr., and the Chanute Oil 
Company get wells starting at 100 to 
500 bbls., very profitable production. 
Clark & Johnson, on the E, O. Scott 
land, section 27-27-15, have wells show- 
ing for 100 bbls., as far west on a direct 
line as good production shows. 

In the eastern part of the Alluwe 
district many leases are being drilled 
for inside and reliable production that 
holds steady. In the southern end of 
the shallow sand field, Chelsea district, 
Sandals, Griffin & Co. keep a number 
of machines running on the “big lease,” 
getting 10 to 25-bbl, wells and slightly 
increasing production. John F. Pat- 
ton, Smith & Swan, Cinco Oil Com- 
pany, Ward Oil Company and A. T. 
McDonald are the most active operat-~ 
ors now in the Chelsea district, where 
10 to 30-bbl. producers, with an oc- 
cassional 80 to 100-bbl. well 400 feet 
deep and less, are paying. 

Near Wann, on the E. L. Higgins 
land, section 16-28-14, Campbell & 
Kirkwood have what looks to be the 
best shallow sand well yet drilled in 
that vicinity, with 42 feet of sand that 
showed for 30 bbls. natural, 30 gravity. 
In sections 16 and _ 17-28-14, on the 
Lowery and Holland tracts, the Owen 
Oil and Gas Company and the Bell Oil 
Company are getting 10 to 20-bbl. wells 
at 530 feet, heavy oil. The develop- 
ment is a northern extension of the 
Dewey shallow. sand development 
where drilling is active and 30 to 50- 
bbl. wells are sure, the oil being about 
30 gravity. 

Bucy & Co. have 1 Bartlesville sand 
producer on the Perkins land, south- 
eastern part of section 36-28-13, far- 
ther north than anything in the Dewey 
district, which made 100 bbls. after a 
shot and may open an extension to- 
ward the Copan development farther 
northwest. 

In the old Bartlesville development 
nothing out of the ordinary has de- 
veloped for several months, but pro- 
duction holds very steady in the most 
uniform sand in Oklahoma, 

There is a possible extension of some 
importance +o the east and northeast of 
the old Hogshooter development, the 
iatest completion being the test for 
Shaffer Brothers on the Jesse Collier 
land, northeast quarter of section 28- 
26-14, nearly two miles in advance 
to the east. After the well was shot 
and put to producing it is reported to 
have made 125 bbls. the first 24 hours. 
The test for the Jane Oil Company, on 
the Morris land, section 21-26-14, north 
of the Shaffer well, is due and not show- 
ing very good. South of the Shaffer 
well, on the Mamie Scott land, Shufflin, 
Gillespie & Co.’s test appears to be a 
failure. 

In gas development in the Cherokee 
division the Penn Oil Company has the 
record gasser for the month, on the 
Jane Hill land, section 34-29-13, north- 
east of Copan, good for 40,000,000 cubic 
feet. Farther north, near the Kansas 
line, the Kansas Natural Gas Com- 
pany and the American Zine Com- 
pany are getting 10,000,000 to 15,000- 
000 gasserg and very few failures. In 
the Hogshooter district, south of the 
oil development and in a sand below 
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the oil formation, G. T. Braden has 
two 25,000,000 gassers on the Rodecker 
land, section 17-25-14, and 20,000,000 
wells in Nos. 1 and 2 on the S. Long- 
bone land, section 29-25-14. The Ca- 
ney River Gas Company, in_ section 
32-25-14, No. 1, has what is reported 
to be a 38,000,000 gasser. 

On the Peggy Doublehead land, 
seven miles southeast of Collinsville, 
section 36-22-14, the Duquesne Oil and 
Gas Company has drilled 700 feet into 
the Mississipni limestone, at about 
1,800 feet, and has a big dose of salt 
water. Drilling will be continued for 
results, as no other hole has ever been 
drilled into the Mississippi lime that 
deep in the Cherokee country. On the 
Lynch land, section 32-20-13, near 
Tulsa, the same company has what 
looks to be a failure, for gas. 

The best showing well in the Bird 
Creek district is the test drilled by the 
Decem Oil Company, on the Chism 
land, section 20-21-13, which is making 
30 bbls. before a shot. In the Flat 
Rock end of the district the Los An- 
geles-Cherokee Oil Company’s last 
completion in section 24-20-12 is mak- 
ing 350 bbls., west of tne main develop- 
ment. A number of offsets are being 
drilled in a bunch west of the road. 

Southeast of Tulsa, in section 4-18- 
13, a well showing 10,000,000 feet of gas 
in the regular formation will be drill- 
ed deeper for oil. Southwest of Sa- 
pulpa the Loeschen Oil Company’s first 
test on the Thelma Weaver land, sec- 
tion 16-17-11, which flowed 3,000 bbls. 
of water and 50 bbls. of oil when drill- 
ed into the 1,790-foot formation and 
caused considerable excitement, shut 
off the water and drilled deeper, only 
to find more water, and it does not look 
like a profitable producer, although 
several tests are drilling around it. 
Farther south, on the Dora Cloud land, 
southeast quarter of section 22-17-11, 
the Deutcher Oil Company’s second 
test was dry in all formatiuns at 2.493 
feet, where 10 feet of barren sand was 
drilled though. 

North of Polecat creek in the Tan- 
eha extension of the Glenn pool more 
work is in sight than any other part 
of the lower fields. Near the Taneha 
station, on the Velma Richards land, 
the Gipsy Oil Company has two 350- 
bbl, wells in Nos. 4 and § and a number 
of offset wells are drilling in the center 
of section 1-18-11. The same com- 
pany is drilling a test on the Aurelia 
Franklin land, section 36-19-11, and 
one on the W. Gray land, northeast 
corner of section 6-18-12. Just north 
of Sapulpa an extension to the westis 
showing 390-bbl. wells regularly, No. 
8 on the Ollie Aubrey land, for the 
Roth Oil Company, northwest corner 
of section 24-18-11, starting off at 80 
bbls. an hour. 

On the R. Perryman land, northwest 
quarter of section 35-18-12, several lo- 
cations northeast of production in the 
old Glenn pool, the Barnes Oil Com- 
pany’s first test shows a 3,000,000 gas- 
ser in the upper sand. 

In the Red Fork spur extending 
southwest from the lower end of the 
Glenn pool the Owassa Oil Company 
has a 100-bbl. producer in its second 
test. A continuation of this spur to 
the west and south seems to have been 
checked by two small gassers, one on 
the G. D. Keifer and one on the Frank 
Lewis land, section 30-17-12, the 
Owassa well being on the M. E. Rhodes 
land, same section. 

The Ruth Oil Company’s test on the 
A. Byrd land, northeast: quarter of 
section 36-15-13, northeast of Preston 
production, is a dry one. Three miles 
west of Preston production, on the 
Sarah Adams land, section 8-14-12, 
southeast of Beggs, the Prairie Oil and 
Gas Company has a showing for a well. 
Oil comes up through a hole full of 
salt water and runs over the casing- 
head. The last two wells drilled at 
Preston, in section 14-14-12, southwest 
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limit of the field, are 200-bbl. producers 
but they do not encourage much work 
in that direction, 

In the Tiger Flats district nine miles 
southwest of Okmulgee one and prob- 
ably two dry holes are not encourag- 
ing. The Tiger Oil Company’s first 
test on the Moty Tiger allotment, sec- 
tion 34-13-12, north of production, is 
a complete failure at nearly 2,500 feet. 
The Sheets test on the Barnett land, 
section 31-13-12, northwest of the pro- 
ducing area, while still in the drilling 
list, seems to have missed the regular 
pay sand, 

After half a dozen rank dusters had 
been drilled in the district between 
Okmulgee and Henryetta the Stevir- 
mac Oil Company has the makings of 
a 150-bbl. well in its No. 3 on the E. 
Reynolds land, section 26-12-13, a lo- 
cation northwest of the two producers 
on the same lease, in the shallow for- 
mation. These three wells, which pro- 
duce a black oil full of naphtha, proved 
to be a fluke that cost excited operators 
some money. Northeast of these wells, 
on the Manuel land, southwest corner 
of section 10-12-13, the Deep Fork Oil 
Company’s test is showing for 80 bbls. 
natural, 1825 feet deep. 

East of Morris, on the L. S. Skelton 
land in section 16-13-14, the Okmulgee 
Gas Company has two 2,000,000 gassers 
in the 1,700-foot formation. 

The month’s sensation in the lower 
Creek field is Young & Co.’s well on the 
Jennie Collins land, section 16-13-16, 
nearly three miles southwest of Wain- 
wright, a station on the M. O. and G. 
railroad 20 miles southwest of Mus- 
kogee. At about 1,900 feet a sand was 
drilled into a month ago that flowed 
about 75 bbls. the first day. After 
monkeying around for two weeks the 
well was shot and bridged. In drill- 
ing out the bridge it was discovered 
that the shoulder was shot off and the 
casing dropped. The sasing and a 
packer were set and Saturday morn- 
ing the well begun to flow and made 
400 bbls. in 24 hours. There appears 
to be about 25 feet of good sand and it 
has the appearance of being a new pro- 
ducing area, apparently extending to 
the west, southwest or south from the 
discovery well, as three or four dry 
holes have been drilled to the east and 
northeast, with a 15,000,000 gasser, 
drilled a year ago, about a mile north- 
east in the sume fcrmation. T.easers 
are busy in that neighborhood and 
three tests are drilling there, the one 
for the Hecla and Devonian Oil Com- 
panies, on the Hutton land, section 27- 
14-15, at the old Indian council hill, 
being an important one, between th2 
old Morris development and the Wai:- 
wright well. 

Possible Showing. 

Local people drilling a test at Po- 
teau, on the Kansas City Southern rail- 
road southwest of Fort Smith, Ark., 
have ordered nitroglycerin to shoot 
100 feet of sand at about 1,690 feet. 
No information is at hand as to whether 
there was any Oil in evidence. A little 
gas has showed in three tests drilled 
to the southwest of Poteau, toward 
McAlester. 

Wildcat Wells. 

Galbreath & Co. are drilling a test 
in section 9-11-16, 10 miles due south 
of the Wainwright well, just west of 
Checotah, McClain, Ewers & Co. are 
drilling a test on the J. Jackson land, 
8-13-16, a mile northwest of the Wain- 
wright well. 

Local people, drilling at Sallisaw, 
west of Fort Smith, Ark., are down 
2,000 feet and prepared to drill 3,000 
feet. 

In section 6-15-11, west of Beggs, the 
Deming Investment Company has a 
good gas showing at 700 feet and is 
drilling for the 2,100-foot sand. 

Stuart & Co. aré drilling at a test 
on the Jessie Rowe land, section 8-15- 
14, north of Twin Hills. The Gipsy Oli 
Company is due with its test on the 
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William Fex land, section 14-16-13, 
southeast of the Glenn pool. The Ruth 
Oil Company is starting a test in sec- 
tion 7-15-13, east of Beggs. 

On the J. Yahola land, section 27- 
10-11, near Weleetka, the Southern 
Oil Company is drilling a test, and at 
Hanna, on the Fort Smith and West- 
ern railroad east of Dustin and south 
of the Canadian river, Black & Fitz- 
gerald are due with their test, section 
34-9-10. 

Crosson, Hubbell & Queen are drill- 
ing a test on the Thompson land, sec- 
tion 23-5-7, a mile due east of Frances, 
on the Frisco railroad 100 miles south- 
west of Tulsa. The test drilling at 
Ada, 10 miles farther southwest, shot 
a 1,209-foot sand, swhere oil showed, 
but the hole is in trouble. 

A test for gas is drilling near the 
town of Hominy, in the Osage reser- 
vation. 

Suppees & Minshall are due with a 
test in section 19-19-11, near the Ar- 
kansas river north of Sapulpa, an in- 
teresting location, 

The Canadian Oil and Gas Company 
and Kemp & Steel are drilling three 
tests, in sections 8-19-10, 17-19-10 and 
18-19-10, southwest of Keystone, where 
two producing wells, one of them 
making 75 bbls., were recently com- 
pleted. 





THE CADDO FIELD IS COMING. 


Producers No. 6, Nearly a Mile in Advance, 
Is Estimated to Be Good for 15,000 Barrels 
—Chew Well Blew Out, But Looks Like a 
Producer—Trees No. 12, Nearly a Mile 
West, Making 1,200 Barrels—Other Wells 
Showing Light. 

SHREVEPORT, LA., June 13,—(Spec- 
ial.)—The expected has happened in 
the Caddo field, located along the Lou- 
isiana-Texas state line. After resting 
quietly two weeks several wells were 
drilled in Saturday, Sunday and Mon- 
day that have crowded the production 
up to 30,000 bbls. a day and put Caddo 
on the oil map prominently. When the 
Guffey Petroleum Company drilled a 
2.500-bbl. well two miles and a half in 
advance of the good Trees wells it was 
a reasonable expectation that the in- 
tervening territory would show wells 
of the same. character, and that ex- 
pectation has been realized by the com- 
pletion of two wells midway between. 

A Record Producer. §” 

The Producers Oil ‘Company (pro- 
ducing branch of The Texas Company) 
Monday reached the producing forma- 
tion at 2.240 feet deep in its No. &. 
Levee Board land, and it began flowing 
strong, but’ as the heavy gas pressure 
was anticipated a gate valve controls 
the flow. With gate opened only two 
turus 8.300 bbls. of clear 44 gravity oil 
is saved, and it is conservatively esti- 
mated that if the well was opened it 
would produce 15,000 bbls. in 24 hours, 
the estimates placed on its capacity 
ranging from 12,000 to 18,000 bh!is. In 
the Trees well that first found this deep 
sand it was struck at 2,300 feet, which 
shows that the sand raises to the west, 
the Guffey well, on the Texas side and 
about a mile and a quarter southwest 
of Producers No, 6, getting the sand at 
about 2,225 feet. The heavy production 
from this well makes it nearly, if not 
quite, the record producer of high grade 
cil. Producers No, 6 is located in the 
northwest corner of the southwest 
quarter of the northeast quarter of 
section 33-21-16, west of Jeems bayou 
and north of Caddo lake, on land owned 
by the state of Louisiana and leased 
to the Producers Oil Company. Pro- 
ducers No. 1, located on the state land 
known as the Levce Board, in the 
northwest corner’ of the southeast 
quarter of section 27-21-16, a mile 
northeast of No. 6, which had an in- 
itial production of 11,000 bbls. when 
drilled in nearly three weeks ago, is 
still making 9,000 bbls. a day. 

The Trees Wells. 
The J. C. Trees Oil Company’s No. 


Thursday, 


12. located in the northeast corner of 
the southwest quarter of the north- 
west quarter of section 33-21-16, a mile 
southwest of Trees No. 4, the dis- 
covery well, and north of the Producers 
No. 6, got the sand at 2,230 feet and be. 
gan flowing about 3,000 bbls., declined 
soon to 1,200 bbls., going on the ground, 
as no gate valve or tankage had been 
provided. Trees No. 9, Stiles land, 
section 27-21-16, 95 feet west of Pro- 
ducers No. 1, which made 11,300 bbls. 
when first. drilled in, see-sawed with 
the Producers well and is now making 
only 1,200 bbls., although it was drill- 
ed deeper without increasing the pro- 
duction, which may be some consola- 
tion to Oklahoma producers who are 


very much depressed over the increas; ~~ 


ing Caddo output. Trees No. 10, Stil 
land, northeast quarter of the south- 
west quarter of section 28-21-16, 1,800 
feet due west of Trees No. 4, on June 
1 began flowing 500 bbls., which might 
be construed as an indication that the 
trend of the rich pay was toward the 
southwest and not due west. This will 
be blowed with gas to stimulate the 
production, 


Light Wells South. 

The Culf Refining Company drilled 
in two wells a mile southwest of the 
g00od Producers well that show very 
light, apparently near the dry line. No. 
1 on the Mason mineral claim 20 acres, 
in the northeast corner of the north- 
west quarter of section 5-20-16, and 
1,500 feet east of the Guffey company’s 
Burr No. 1, on the Texas side, on May 
29 began flowing 600 bdis., deep enough 
it is believed to test the territory. On 
June 2 the same company’s No. 1 Rives, 
also in the northeast quarter of sec- 
tion 5, about 900 feet northeast of the 
Guffey Burr well, began flowing 300 
bbls., but quit on June 5. It will be 
deepened, 

he Guffey Petroleum Company’s 

rr No. 2, nearly qa mile and a half 
north of No, 1, on the Texas side, is 
shut down on or just in the sand for 
orders. This location is a very im- 
portant test to determine if the pro- 
ducing formation extends that far 
north and west of the good wells. 


A Blowout. 

The Busch-Everett No. 1 on the Chew 
10 acres, section 33-21-16, located 700 
feet west of the Producers No. 6, was 
drilled into salt water at 2,351 feet, but 
found the same sand at 2,207 feet that 
the Producers well got, which blew 
in and was flowing 400 bbls. through 
the casing. An attempt was to be 
made Tuesday night to kill it. 

The wells completed in the last week 
indicate that the rich producing area 
extends southwest, following the west 
bank of Jeems bayou and the north 
shore of Caddo lake, but enough area 
is involved to make it possible to se- 
cure a heavy production if the sand 
has body enough to insure staying 
qualities. There is a very heavy gas 
pressure in all the good wells, and the 
heavy initial production may decline 
rapidly when more wells are drilled in- 
to the sand. . 

Other Completions, VY 

In the shallow sand district east of 
Vivian the Caddo Gas and Oil Com- 
pany’s No. 2 on the Barr land, section 
30-22-15, which made 8,000 bbls. of fluid 
on June 2, declined to 500 bbls. of oil, 
the best showing yet made in that part 
of the field. The offset to the Caddo 
well drilled by the Sun Company, No. 
8 Barr, started at 1,000, but declined to 
150 bbls. The Black Bayou Oil Com- 
pany cleaned out its old No. 1 Glassel, 
section 10-20-15, east of Oil City, and 
increased its production to 500 bbls., its 
initial production when drilled nearly 
two years ago being 800 bbls. 

Increasing Facilities, 

The Standard Oil Company of Louis- 
iana has not completed its pumping 
station in the Hart's Ferry district, as 
the Trees production went off, that be- 
ing all the Standard handles there. 
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Peden Iron & Steel Co. 


700 Willow St, HOUSTON 
Ve ee We Ship Quick We Are Headquarters 
jaa 2 Boston Market Price on Open Orders 


Line Pipe, Tubing, Casing, Special Rotary Drill Pipe, Valves, Pack- 
ing, Darcova Valve Cups, Etc. 

















National Steel Working Barrels, Pumping Jacks, Pull Rods, Etc. | 
Corrugated lron, Genasco Roofing, Tents, Flies, Etc. 


cd 
NO ORDER TOO SMALL FOR OUR ATTENTION--NONE TOO LARGE FOR OUR CAPACITY 














WATERS PIERCE OIL CO.! 








Brilliant Oil Axle Grease 
Eupion Oil Compression Cup Grease 
The Family Safety Oil Candles 
Pennant Gasoline Paraffine Wax 
Engine Naphtha Linseed Oil 
Lubricating Oils Turpentine 


Also Rayo Lamps, Perfection Heaters and Perfection 
Wick Blue Flame Oil Stoves 


HOME OFFICE, ST. LOUIS, MO. 























McEVOY WIRELESS WELL STRAINERS 


Are Ideal Construction and Equal to all Emergencies; All Sizes, All Styles and All Prices 
BUT ALL “WIRELESS” 





You can rotate, drive or pull 
them the same as pipe 








They have Brass Strainer Plugs to resist the action of salt water, sulphur, etc. 
Made in Line, Merchant, Drive and Flush Joint Pipe, black or galvanized. 











J.H. MCEVOY & COMPANY, HOUSTON, TEXAS, U. S. A. 
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high-pressure what threatening factor in the scale, at paign is likely to bring some surprises, 


pumps are being installed. Part of the least as to price, but the chances are but for several years drilling has been 


Trees production is shipped in tank 
cars to Corsicana and to Beaumont, 
from the Standard loading-rack. The 
Trees company has completed its sec- 
ond 55,000-bbl. iron tank on the Stiles 
lease, building No. 3 and grading for 
No. 4. 

The Louisiana Company (The Texas 
Company) has looped its four-inch line 
to Caddo and is now in good shape to 
handle its production. 11 has completed 
its eleventh iron tank near Shreveport, 
building No. 12, grading for No. 13 and 
shipped material for Nos. 14 and 15. 

The Sun Company will put up a 10- 
car loading rack at Vivian and a 20- 
car rack at Lewis station, to handle its 
own production and what it buys. 

Contract Price 40 Cents, 

When the first gushers were drilled 
several months ago the market was 
somewhat disturbed and expiring con- 
tracts were subject to renewal at 40 
cents, as announced by at least one pipe 
line buyer, although 55 and as highas 
60 cents has been the prevailing open 
market quotations at Caddo. The com- 
pletion of several more strong produc- 
ers and the steadily increasing pro- 
duction have put contract prices on 
a 40-cent basis. The absence of trunk 
lines will probably make a weak mar- 
ket at Caddo, as two of the principal 
buyers have good production of their 
own that is likely to be increased. 
There are no regular quotations posted 
for Caddo crude. A. V. B 





MID-CONTINENT REVIEW. 

The March slump in field operations 
in the Oklahoma, Kansas, Northwestern 
Louisiana and North Texas divisions of 
the Mid-Continent oil fields was parti. 
ally recovered in April and a further 
increase made during the month just 


closed, there being an ail-round in. 
crease, as the following tables show: 
Comp. Prod. Dry Gas Rig Dvrg. To’l 
ee 484 32,208 60 54 92 413 505 
April...... 4 24 22,362 59 50 86 343 429 
Dif'nce.... 60 9,846 1 4 6 70 76 
By states: 
I 407 21,870 44 17 66 341 407 
Kansas .... 47 170 11 31 2 28 30 
N. W. La... 15 10,125 2 .4 18 82 60 


N. Texas .. 15 a Ss a2 38 

In Oklahoma there was an increase 
of 60 completed wells, 2,878 bbls. of new 
production, 3 dry holes, 3 gassers, 81 
drilling wells and the same number of 
rigs, a net increase of new work of 81. 
The average per well in May was 63 1-3 
bbls. and 64 2-3 bbls. in April. 

In Kansas there was an increase in 
May of 7 completed wells, 75 bbis. new 
production, 1 dry hole, 5 gas wells and 
2 rigs. The average ~er well was 30 
bbis. and 24 2-3 in April. 

In the Caddo, La., field there was a 
decrease of 6 completed wells in May, 
an increase of 6,830 bbls. new produc- 
tion, 2 less dry holes and 4 less gassers, 
an increase of 4 drilling wells and the 
same number of ries. The average per 
well in May was 1,125 bbls., in April 
470 bbls. 

In the Corsicana and Petrolia fields of 
North Texas there was a decrease of 1 
completion 34 bbls. new production, 1 
dry hole, 1 gasser. 2 rigs and 2 drilling 
wells. The average per well in May 
was 4 1-3 bbls., in April 8 1-2 bbls. 

The average for the entire Mid-Con- 
tinent field in May was 90 bbis., in 
April 73 bbls. 

There is an apparent dissatisfaction 
existing among the producers in the 
Oklahoma and Kansas fields because of 
the price of crude in comparison with 
other producing districts in the United 
States, but this feeling does not affect 
drilling to any appreciable extent, as 
any producer who has good locations 
generally drills enough of them to keep 
his nroduction as steady as possible. 
Oklahoma crude, best grade, is 38 cents 
a barrel, which seems unreasonably 
low when prices in other fields are con- 
siderably higher, but Oklahoma is un- 
fortunately located, apparently, and 
handicapped by features not common 
elsewhere, which must be the excuse 
for the purchasers, inasmuch as there 
are more buyers facing a fairly active 
demand than in any other field except 
California. Caddo is just nuw a.some- 


that it will not prove as great a menace 
as some producers anticipate. Okla- 
homa is still a heavy producer of crude, 
only a shade behind California, with 
production holding pretty steady, a 
condition that undoubtedly § affects 
marketing. California, with its straight 
fuel oil, which can be handled without 
the intervention of refineries, markets 
on the contrac. basis, with prices of 50 
to 60 cents, although the Producer’s 
Agencies, a close producing and market- 
ing combination, netted 41 and a frac- 
tion in April. 

There is an inclination on the part of 
producers to sell their holdings, but few 
trades are being closed, owing to a 
failure of buyers and sellers to agree on 
prices. The only trades in negotiation 
are for big holdings and combinations 
of producers consolidating a number of 
pronerties to offer to eastern and 
foreign syndicates. The pipe line peo- 
ple are in the market, but are taking 
over very little production. Local re- 
finery and pipe line peovle are doing 
more in a small way than any other 
class of buvers, as they are confronted 
with a shortage of crude for their 
trade. One or two of these agencies 
are paying 5 cents above the market 
price and most of them are paying a 
small bonus for anything near their 
lines. 





OKLAHOMA 





Summary and Field Report. 


Comp. Prod. Dry Gas Rigs Drg. To’! 

Ch’kee, d.s. 126 4,640 5 10 10 107 #117 
Ch’kee, .s.s. 164 5,720 18 1 so 2S 2S 
Osage Res. 24 2,785 3 a 6 13 19 
oo ere 82 8,405 15 5 49 95 144 
C'v’land, etc. 4 220 1 > -f 3 4 
Miscellan’s.. 7 40 2 1 eo 15 15 

Total....407 21,810 44 17 66 348 414 

To’l Apr. 348 18,932 41 14 66 267 333 
Difference 59 2,878 3 3 ee 81 81 

Increase in completed wells, 59. 

Increase in new production, 2,878 bbls. 

Increase in dry holes, 3. 


Increase in gas wells, 3. 

Rigs, same. 

Increase in drilling wells, 81. 

Net increase in new work, 81. 
Average of May wells, 63 1-3 bbls. 
Average of April wells, 64 2-3 bbls. 





There is an appearance of dullness 
in the Oklahoma oil fields, not war- 
ranted, however, by the reports of oper- 
ations for May. The impression comes 
largelv because the lower Creek country, 
the frontier, has slumped somewhat in 
spots, and it is the frontier develop- 
‘ment that furnishes tha spectaculas. 
In the north end, the Cherokee division, 
there is more than the usual amount 
of drilling in sight to bolster settled 
production, and becausa loca] con- 
sumers of crude are increasing their 
demands. This is particularly notice- 
able in the shallow sand districts and 
also in parts of the deep sand areas. 
Oi the 407 completions reported in May 
290 of them were in the Cherokee—126 
in the deep sand districts and 164 in 
the shallow sand districts, tha new 
production totaling 10,360 bbls., with 11 
gaa wells and 23 dry holes. In new 
work the Cherokee reports 10 rigs up 
and 222 drilling wells, as good a show- 
ing as has been made at any time with- 
in a year, and it looks as if it would 
continue during the summer, as there 
is a steady and apparently increasing 
demand for the oil, In the way oi 
extension of producing area in the 
Cherokee division the shallow sand de- 
velopment west of Delaware is the only 
important addition recently added and 
it is keeping the production steady. 
Considerable prosvecting is noted in the 
northwest part of the Cherokee, princi. 
pally for a shallow sand that shows 
more heavy oil than anything else and 
that has not yet reached commercial 
importance on a low market. The pipe 
line marketers of gas are actively ex- 
ploiting any possible gas territory, with 
fair success along the Kansas line and 
in the lower Hogshooter area. 

The Osage reservation is a strong 
factor always to be reckoned with in 
Oklahoma, production possibilities, but 
development there is surprisingly desul- 
tory when all the circumstances are 
considered. The possible producing 
area in the Osage thas been casually 
prospected and an active drilling cam- 


taboo, perhaps, tor one reason, because 
inside drilling has furnished more oil 
than could be convenientiy taken caré 
of. In May there was a slight increase 
in operations, 24 completions being re- 


ported, 3 failures, the new production. 
increase over Elk 


showing 2,785 bbls., an 
April of 12 wells and 1,200 bbls. new 
production, but a decrease of 10 in new 
work. The reservation will be a strong 
reserve when other districts have de- 
clined. 

While there was a falling off in com. 
pletions for May in the Creek division 
of 9, new production increased 1,200 
bbls, with 4 less dry holes and gassers 
than in April, and there arg 15 more 
rigs and drilling wells in sight than re- 
ported a month ago. Tihe strong pro- 
ducing district of the Creek country is 
the northern extension of the Glenn 
pool, the Taneha development, where 
production is sure and protitable. This 
district furnished 34 of the 82 com- 
pletions and 4,905 bbls. of the 8,405 bbls. 
total new production in the division, 
with only one gas well to mar the pro- 
ducing record. It also has 5 rigs and 34 
of the 144 drilling wells in the Creek 
country, a shade better than in April. 
Muskogee is the second producing dis- 
trict in the iower country and in May 
completed 13 wells for a total new 
production of 1,275 bbls., the 7 dry holes 
serving to bring the average per well 
up to 211 bbls. In new work 10 rigs 
and 26 drilling wells are reported, an 
increased activity. The Muskogee dis- 
trict is now producing 5,200 bbls. a day, 
about the highest the field has ever 
known, and the crude is in active de- 
mand by reason ot! its refining value. 
The Okmulgee-Morris-Henryetta dis- 
trict is picking up a little, the May 
report showing 11 completions, 3 dry 
and 1 gas well, the new production was 
925 bbls., and 10 rigs and 9 drilling wells 
ara in evidence, somewhat scattered, 
however. The south end of the area 
has been a losing game so far, with 
the extreme western and eastern parts 
showing possible producing results. 

Twin Hills and Haskell, closely con- 
nected, are somewhat neglected because 
of erratic performance, but an occas- 
sional good producer is found. In the 
Twin Hills, or western end, 3 wells were 
completed, 1 dry, the new production was 
100 bbis., and 1 rig and 5 driling wells 
are reported. Haskell completed 5 wells 
1 dry, the new production was 415 bbls., 
and 4 rigs and 3 drilling wells are in 
sight. The latest completion had an 
initial production of 235 bbls. natural, 
the best well since the two gushers were 
drilled a year ago. 

The Preston field is taking a rest, 
after getting everybody and the de- 
partment out with a false alarm. Seven 
wells were completed in May fo: a 
production of 710 bbls., with 1 dry one, 
and 7 wells are drilling and 16 rigs are 
up. Most of the work is on the wildcat 
order. After reaching 12,000 bbls. a day 
suddenly the field’s production has de- 
clined to 2,500 bbls., where it holds 
fairly steadv on pump. 

West and south of Wainwright, 20 
miles southwest of Muskogee, several 
test wells are drilling in what looks 
like good territory for both oil and gas, 
and in the area between the Glenn pool 
and Twin Hills, east of Mounds and 
Beggs, some prospecting is going on, 
territorv that has been given a wide 
berth by everyone. 

In all of Oklahoma to the east, south 
and west of producing territory 7 wells 
were either completed or abandoned as 
hopeless during May, two wells at 
Wheeler, in Carter county, near the 
Texas line, producing 30 bbls. of fuel oil 
and one in the southeastern part of the 
state, at Hugo, McCurtain county, mak- 
ing a 10-bbl. showing, with a light gasser 
at Madill, just north of Red river, and 15 
test holes are in various stages of drill- 
ing, from one at Alva, Woodward 
county, in the extrema northwestern 
part of the state, 2,900 feet deep, to Ida- 
bel, in the extreme southeastern part, 
1,300 feet deep. At Poteau, near the 
Arkansas line southeast of Muskogee, a 
test is reported to have found 100 feet 
of sand and waiting for a shot, in a 
section where level formations appear. 
A test at Sallisaw, just west of Fort 
Smith, is also 1,600 feet deep. An in- 
teresting test is drilling a mile east of 
Francis, 100 miles southwest of Tulsa. 


Thursday, 


KANSAS 


Summary of May Operations. 
Comp. Prod. Dry Gas goed Drg. To’ 
11 8 





AION 462% 5% 6 
Neosho 7 2 5 3 
WVUGON asx 14 “40 6 7 7 
Montgomery 12 10 i oe 6 
Chaucauqua 3 S50 sa we 1 5 
nee ewe o> << ir ye s* 1 
Cowley .. 6.5 1 bie - ote 1 
Miscellaneous .. ee eee 1 1 
Total 2... 47 270 22 BL $28 BD 
Total April 40 95 10 26 - 28 28 
Difference 7 75 os 3 2 ° 2 


completed wells, 7. 

new production, 75 bbls. 
dry holes, 1. 

gas wells, 5. 

new work, 2. 

May wells, 30 bbls. 
April wells, 22% bbls. 


Increase in 
Increase in 
Increase in 
Increase in 
increase in 
Average of 
Average of 





In May 47 wells were completed in 


Kansas, the northern division of the 
Mid-Continent oil fields, 7 more than 
during April, and the new production 
from 5 oil wells, 170 bbls., was 75 bbls. 
in excess of April. There were 11 dry 
holes and 81 gassers, an excess of 4 
failures and 3 gas wells over’ the 
previous month. On June 1 there was 
reported 2 rigs up and 28 wells drilling, 
the April record being 28. Practically 


all the work in Kansas is for gas, but’ 


the discovery of a profitable pool in the 
western part of Chautauqua county has 
started the first activity in oil that has 
appeared in the state for several years. 
After getting three 30-bbl. producers 
several months ago, that attracted no 
attention, a well was drilled in that had 
an initial production of 135 bbls., which 
looked so good that leasers and opera- 
tors are now busy hunting for a front 
seat. The pool is farther west than 
any other production, a mile and a half 
in advance, and is showing good for 
Kansas, with new work starting. 

Wilson county shows more activity 
than any other part of the Kansas oil 
and gas belt and reports 14 completions, 
6 of them failures and 7 gas wells, with 
one 10-bbl. oil well, near Neodesha, on 
an old lease. The heavy gas belt of 
Wilson county is in the north end of 
the county, where an occasional 10,000,- 
000 well is found. In the central and 
southern part the wells are very light, 
but help out the local needs. Six wells 
are drilling. 

Montgomery county, with 12 com- 
pletions, reports 10 gassers, 1 dry hole, 
a 10-bbl. producer and 5 drilling wells. 
Some strong gas wells can still be found 
in the ~°s belt, the richest in the state. 

With 11 completions in Allen county, 
north end of the gas belt, 7 were gassers 
and 4 were failures. The smelters and 
cement plants at Iola, after a drain of 
15 years, have reduced the pressure to a 
low ebb in Allen county, but there is a 
fair volume. Four wells are drilling in 
the county, in the southern part. 

Neosho county, in the Chanute dis- 
trict, reports 5 gassers and 2 dry holes, 
with only 2 drilling wells. In the orig- 
inal boom district of Kansas work is 
now and has been for several years 
rather desultory, the territory having 
been thoroughly developed, but, with a 
better market, the local refineries coulé 
be maintained. 

Chautauqua county, in the extreme 
southwestern part of the Kansas field, 
completed 3 wells in May, the initial 
production being 200 bbls., and 1 rig 
and 4 drilling wells are reported. 
Chautauqua has never showed much 
gas, but has led in oil production, and 
there will be a little extra work in 
sight in the new territory opened up. 

In Cowley county, near Arkansas 
City, 60 miles west of production, a 
dry hole resulted from a test. 


An occasional wildcat hole is in evi-. 


dence, but the producing area of Kansas 
seems to have been practically defined, 
although a small gas pocket is opened 
within the old lines. 





DETAILED FIELD REPORT. 


CHEROKEE DIVISION—COMPLETIONS. 
Copan District—Deep Sand. 
22-29-13, Fee, W. S. Hoyt 1 
22-29-13, Fee, W. S. Hoyt 2...........- 
18-29-14, S. C. Canary, N.Y.0O. & G.Co. 9 90 





18-29-14, S. C. Canary, N. Y. O & G. 

B. Bivcesae sections sisekneine 100 
18-29-14, S. Cc. Canary, N. Y. O. & G. 

i Eiksakmeswaexecksanauene se 50 
31-29-13, J. Spencer, Bell Oil Co. 2...... 16 
34-29-13, A. Hill, T. N. Barnsdall 1.... gas 
36-29-13, C. P. Hanna, W. S. Hoyt 1.... gas 
27-29-13, C. B. Goodman, W. S. Hoyt 5.. gas 
22-29-13, R, Sack, American Smelt. Co 2 gas 
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The Youngstown Sheet & Tube Company 
| YOUNGSTOWN, OHIO 


MANUFACTURERS OF 











Casting, Drive Pipe, Tubing, Line Pipe, Special 
Rotary Drill Pipe 


IN ALL SIZES AND WEIGHTS 








LARGEST MANUFACTURERS OF BOTH STEEL AND GENUINE 
WROUGHT IRON OIL COUNTRY TUBULAR GOODS 




















INDIAN REFINING COMPANY, _INc. 


HIGH GRADE PETROLEUM PropuctTts 


Produced From High Grade Illinois Crude 

















BURNING OILS LUBRICATING OILS 
MAXIMUM CANDLE POWER HIGHEST VISCOSITY AND FIRE TEST 
No Odor. No Soot Greatest Wearing Qualities 
SPECIAL TEST NAPHTHAS FOR SPECIAL PURPOSES 
FUEL OIL GAS OIL 
GLOSS OIL NAPHTHAS 
GENERAL OFFICES, FIRST NAT’L BANK BLDG. Lawrenceville, Ills 


East St. Louis, Ills. 











CINCINNATI, OHIO Refineries: Georgetown, Ky. 




















23-29-13, A. Welch, Kan. Nat. Gas Co 3 gas 
23-29-13, A. Smith, Kan. Nat Gas Co. 4. gas 
23-29-13, C. Welch, Quapaw Gas Co. 2.. gas 
34-29-13, J. Hill, Penn Oil Co. 5........ gas 
7-28-13, M. Davis, Meredith Oil Co. 3.. 20 
7-28-13, Fee, Real Estate Oil Co. 3.... 10 
10-28-13, H. Parks, Henry Oil Co. 5.... 10 
10-28-13, Trott, Jackson & Co. 7... e-- 20 
10-28-13, Trott, Jackson & Co. 8...... > ae 
10-28-13, Trott, Jackson & Co, 9........ 20 
11-28-13, S. Yount, Pickwick Oil Co. 6 50 
27-28-13, R. Cox, Wichita Oil Co. 7.... 100 
26-28-13, Perkins, Bucy & Co. 1........ 50 
10-28-13, E. Merrill, Yorke, Hart & Co 1 dry 
Wells completed...........«- coor 24 
ProGuction ...cccccccccccccccecces 550 
GOB .ccccvccccccccvccccceccccncccs 6 
Dry ccccccccccccccccccccccescccce 1 
Dewey—Shallow Sand. 
16-28-14, E. J. Higgins, Campbell & 
WOR DL. w cnwvcnccreccceve 
16-28-14, E. J. Higgins, Campbell & 
OECWOOE Bi ccccnsccsnccssncs 4 
17-28-14, G. Holland, Owen Oil Co. 2.... 25 
30-28-14, J. E. Cato, Geo. T. Parr & Co.1 30 
31-28-13, F. L. Kelly, Natl. O. & D. Co. 1 5 
2-27-14, Katy Lowther, Robinson & Co.1 20 
6-27-14, C. Gulager, Natl. O. & D. Co. 6 25 
6-27-14, J. Vann, Natl O. & D. Co. 6 25 
6-27-14, J. Rowe, F. E. Hertzel 1...... 30 
7-27-14, O. Yellowjacket, N. B. Barns- 
8 ee er ee 30 
7-27-14, Windalaaqua, LaSalle Oil Co. 9 50 
7-27-14, Windalaaqua, LaSalle O. Co. 10 25 
7-27-14, Joe G.ory, Octo Oil Co. 6...... 40 
12-27-14, J. Powell, F. E. Hertzel 5.... 30 
12-27-13, Walkingstick, F. E. Hertzel1.. 20 
12-27-13, Walkingstick, F. E. Hertzel 2.. 20 
12-27-13, E. Taft, Northwestern Oil Co. 9 30 
12-27-13, Woodward, Chattahoochie Oil 
[h Diabitbestesboeeeas vou ss 40 
12-27-13, M. Wilson, Niagara Oil Co. 11. 40 
14-27-13, L. Walker, J. V. Ritts 4...... 25 
18-27-13, D. Whiteturkey, Cherokee Dev. 
[ BRitnkeshs ones edeeeenes ewes 25 
11-27-13, L. Longbone, Ludington Oil 
eS er ee ee eee 40 
11-27-13, J. Lamar, Natl. O. & D. Co. 3. 40 
Wells completed................. 23 
PORE Soden sntaewersencseues 640 
Ochelata—Shallow Sand. 
3-24-13, Bean, H. Mendius 1.......... 15 
4-25-13, Sadie Halfmoon, Halfmoon Oil 
i. Sisbrkdenspasabcon bandon se 40 
4-25-13, —s Halfmoon, Johnstone Oil . 
abe dS db bbe SS.0d s00n5e 0 0 
4-25-13, Sadie Halfmoon, Johnstone Oil 
20-26-13, R. °o. Eaton, Motoaka O11 Co. 3 40 
20-26-13, R. C. Eaton, Matoako Oil Co. 4 40 
Welle COMNpISIOE. . cccccssccccesess 6 
PRED 505b0560 550004 0 cnne ex 195 


Bartlesville District. 
31-28-13, J. D. Marker, Royal Victor Oil 
1 


erry rey 09 
11-27-12, C. Eaton, E. K. Stewart 2... 15 
23-27-12, G. A. Stokes, Natl. Ref. Co. 6. 50 
23-27-12, G. A. Stokes, Natl. Ref. Co. 9. 50 
14-27-12, F. Hudson, Natl. Ref. Co. = 40 
18-27-13, D. Whiteturkey, Cherokee Dev. 
Sh Se re en re 25 
5-S9 35. Secrist. A. L. MeMutien S. so. B&D 
27-12, M. Washburn, M-:Msa haa & 
DE Mistsswin sa ane sens dn 25 
13-27-12, Bartles, J. A. Bartles 6...... 25 
12-27-12, Barties, J. A. Bartles 7...... 20 
18-27-12, C. Parks, J. F. Barlow 8...... 20 
13-27-12, C. Parks, J. F. Barlow 4...... 25 
18-27-12, Fee, Howe Oil Co. 4.......... 50 
5-27-13, N. Miller, Gunsburg, H. & F. 5 40 
9-27-13, Thompson, Dewev Cement Co. 1 gas 
§-27-13, W. Daughertv, N. Y. Dev. Co. 8 40 
6-27-18, A. Bonds, Eastern Oi! Co. 4.. 190 
£-27-12. T. D. Paradee, Eastern 0. Co. 5 100 
6-27-13, C. Brown, Britton-Johnson Oil 
Oe | ee eer ee 75 
6-27-13, A. Anderson, Anchor Of1 Co. 12 90 
6-27-12, C. Chandler, Collis O11 Co. 6.. 120 
6-27-13, C. Chandler, Collis Oil Co. 7.. 125 
19-27-13, S. Fugate, Cherokee Dev. Co. 5 75 
19-27-13, S. Fugeate, Cherokee Dev. Co. 6 35 
19-27-13, Lula Rodgers, Cherokee Dev. 
=" I TT Te rere eo ee 75 
19-27-13, G. Fugate, Cherokee Dev. Co. 6 75 
19-97-12, > Fugate, Cherokee Dev. Co. 4 50 
26-97-12, L. J. Reese, Aiken Of! Co. 10. £0 
22-27-12. A. Sanders, Meridian Of! Co, 11 50 
29-27-12, S. Carr, Caney Valley O11 Co. 5 59 
20-27-12. S. Carr, Canev Valley O11 Co. & 35 
26-27-12, M. Jones, Minnehaha Oi! Co. 5 100 
11-26-12, J. Tavior. L. Cowles 4........ gas 
18-96-12. R. Cvthrie, National Ref Co. 4. 15 
29-26-13, L. Hildebrand, Keystone Of! 
TER: Dé cavenasistssaecnes scene es 100 
28-26-13, R. ¢. 95 ten Rice Creek O. 
Sh iS ee ERE 30 
29-26-12. Rud Themes, Liberty O11 Co. 2 25 
31-25-12, W. Smith, Beaslev & Co. 1.... drv 
7-24-17, C. Little, S. G. Magee, 5....... 50 
be a BR ee eee 3 
PEE pesenneS pnd esse cuss e¥ 2000 
ED ond ede barsseeb eres eee es0neved 1 
Cech eeeh Sb ashtbbn sis weve ewe 2 
Hogshooter District. 
28-26-14, _ Collier, Midland O. & G. 
igetSnovh wade Seb ehas beens 3 
20-98-14, w Matthewson, J. O'Neil! est. 3 50 
31-26-14, Secondine, Natl. 0. & D. Co. 9.. 100 
21-26-14, Marshall, Shaffer & Fulton 3.. 40 
21-26-14, Wilson, S. G. Magee 1........ 50 
32-26-14, M. Kelly, R. J. Troxall 1...... dry 
32-26-14, G. Russell, A. D. Morton 2.... 50 
23-26-14, G. BR. Paris. Bell Ol1 Co. 1.... 25 
25-26-13, A. Tavior, Wolverine Oil Co. 1 15 
28-98-14, J. Collier, Shaffer Brow. 1.... 40 
36-28-13, W. Jackson, i_— on Co. 3 10 
6-25-14, John Lowery, , Lowery O. & 
See eee eee 15 
6-25-14, Mary Church, Prairie 0. & G. 
c Mebccxetseercberbndvsecn ap 35 
6-25-14, Lawson, Prairie 0. & G. Co. 6 40 
6-25-14, Mary Church, Prairie 0. & G. 
Pb Pesecsbw ete ssesenaketnan ce 40 
17-25-14, L. M. Rodecker. . T. Braden ‘1 gas 
13-25-13, L. Henderson, H. 


C. Campbell 6 70 
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30-24-14, Bloom, C. L. Bloom 1..... 
1-25-13, G. Keener, E, L. Foster 6...... 





Wells completed...... 
Production .. 
Dry .. 
Gas 


Bird Creek District. 
36-22-14, P. Doublehead, ee 0. & 
es CARS ee eee 


Co. 
11-21-12, Lewis, Okla, Oil Co. 4........ 200 











18-21-13, N. Bitting, Seminole Oil Co. 7. - 40 
18-21-13, J. Gibson, Producers Oil Co. 11 40 
19-21-13, Alexander, Goodman & Co. 4.. 30 
20-21-13, Chism, Decem Oil Co. 1...... 80 
32-21-13, J. Adkinson, Gillespie Oil Co. 10 35 
32-21-13, J. Adkinson, Gillespie Oil Co.11 85 
17-20-13, Buckmaster, Crosbie & Co. 4.. 50 
18-20-13, N. Wilson, Damon Oil Co, 10.. 100 
19-20-13, W. G. Twist, Los Angeles- 
Cherokee Oil Co. 7............ 100 
20-20-13, Wm. Lloyd, Gillespie & Ham- 
MOTE Bi cc ec dc wws cece scncsccce 50 
18-20-13, R, Payne, Hill Ofl Co. 5..... 30 
20-20-13, R. Johnson, Walsh & Co. 1. : ary 
Me PEPIN acs n ceca cesar scts 14 
PEDRMERIOR: acnacscncess evens hens 610 
SN | sesh bensse svcd bisceebesiecee 
SHALLOW SAND BELT. 
Delaware-Childers District. 
13-29-15, Polson, Etchen Bros, 2........ dry 
26-27-15, “*. Benge, Bert Hindman 1.... 50 
23-27-15, C. Keys, J. F. Pitts 1.......... 100 
22-27-15, a Mag Cypher, Prairie O. & G. 
Spach sebhOd ee chitin kseen 40 
22-27-15, n ‘ae Gunsburg & Formani1 80 
22-27-15, E. Benge, Gunsburg & Forman2 60 
24-27-15, M. J. Dick, Gunsburg & For- 
eee 100 
24-27-15, F. Dick, Gunsburg & Forman 8 10 
24-27-15 E, Dick, Gunsburg & Forman 1 100 
24-27-15, E. Dick, Gunsburg & Forman 2 dry 
24-27-15, F. M. Berry, Gunsburg & For- 
MR Diss ak: ckep eos wees Soe K eee 100 
24-27-15, F. M. Berry, Gunsburg & For- 
WE Buc ncckosaveccescaesasces dry 
24-27-15, John Dick, Gunsburg & For- 
cet FEE PO Pee EE Pe 125 
24-27-15, John Dick, Gunsburg & For- 
PE Disnsecpacwneeevsneeendu 10° 
24-27-15, John Dick, Gunsburg & For- 
SOR Biesthososecasineceneee 90 
24-27-15, Mayfield, Gunsburg & Forman 1 dry 
24-27-15, M. Hagnet, Ruth Ol Co. 1.... dry 
24-27-15. Scott, Ruth Of] Co. 1........ 50 
24-27-15, E. Wolfe, Chapin Oil Co. 3.. 50 
24-27-15, E. Wolfe, Chapin Ofl Co. 4.. drv 
24-27-15, L. Wolfe, Tucker & Co. 12.... 30 
24-27-15, L. Wolfe, Tucker & Co. 13.... 35 
2-27-15, L. Payne, J. H. Markham 38... 200 
25-27-15, L. Payne, J. H. Markham 4... 150 
25-27-15, P. Ballentine, J. H. Markham 1 199 
25-27-15, J. Ballentine, 7. H. Markham, 9 50 
25-27-15, B. McClure, Chanute Of! Co 1. 150 
27-27-15, B. McClure, Chanute Of] Co. 2. 100 
27-27-15, E. O. Scott, Clark & Johnson 1 80 
27-27-15, E. O. Scott, Clark & Johnson 2 100 
29-27-15, N. Mayfield, Southern Of] Co.1 dry 
27-27-15, E. Musgrove, Marietta Oil Co. 1 dry 
27-27-15, FE. O. Scott, Marietta O1l Co. 1 dry 
27-27-16, HONtt, CAPA Dann ccceccccnec 19 
19-27-16. J. A. Brown, Liberty Of] Co. 1 5 
19-27-16, T. Canada, Veitch & Levv 11.. 75 
19-27-16, P. Suagee, Iron Mountain Oil 
oa, SS eee 50 
20-27-16, F. Alwell, Markham & Veitch 6 60 
30-27-16, F. Alwell, Markham & Veitch 7 60 
20 97-18, W. Alwell, Markham & Veitch 1 100 
20-27-16, W. Alwell, Markham & Veitch 2. 75 
20-97-18, A. Canada, Owassa Oil Co. 4.. 20 
80-97-16, H. Canada, Owassa Oil Co, 5.. 30 
29-27-16, Overman, Saunders Oil Co. 7.. 306 
29-97-18. FE, Arwell. Wi'san-Rroach (ny, 8 20 
21-27-16, 7 acres, Hart & Chapin 2.... 20 
21-27-18, Tucker & Ketth 3............. 20 
32-27-16, S. Love, Wilson-Broach Co. 11. 15 
29-27-16, D. Robhins, Fmma Oil Co. 12.. 150 
27-27-16, I. J. Rider, Federal Of] Co. 18 50 
27-27-16, Wilson, Prairie OA. & OM On, 98 TEA 
27-97-18, Wilean, Prairie O. & G. Co, 2h &O 
27-27-16. Wilson, Prairie 0. & G, Co. 27 50 
F.97-18, Fee, Prairie O. & G. Co, 81.... 100 
29.97.18, “ey Prairte O. & G, Cn, 2. . 49 
25-27-16, A. Cates, Tawah Oi! Co. 7. 50 
27-27-16, Wilson, Delaware Oil Co. 10. 10 
25-27-16, Nelson, J. Metzler 12.......... 80 
25-27-16, J. Halsell, J. Metzler &........ 100 
35-27-16, J. Halsell, 7. Metzler 9........ 90 
3-26-16, M. Martin, Whitchill &Co. 5.. 20 
4-26-16, 7. Palmer, AUuwe O11 Co. 3.. drv 
12-26-16, E. Wood, Planters Ofl Co. 5.. dry 
bicep Movie oon MLE Pee eee ee €&3 
Se PR oe 3560 
ME Sse ecuvatnws De awre sesh bsad see 11 
Nowata District. 
7-26-16, Moreland, Hecla Ofl Co. 10... 10 
5-28-18, Raflev, Bailev & Co. 1........ 20 
8-26-16, J. Randall, Cudahy Ref. Co. 5 20 
14-25-16, Irwin, Green & Co. 10........ 10 
17-26-16, M. Claegett, Progressive Oll 
ee wears dune eeeees kh ogas 25 
17-26-18, M. CMleegett, Progressive Oil 
be ee, SR ee ee 25 
17-26-16, A. Claggett, Fern O11 Co. 5.... 25 
17-26-16, I. Claggett, Belmont O11 Co. 6 25 
18-28-18, Collier, Delaware Dev Co. 5.. 25 
27-28-15. A. Thompson, Levy & Co, 1.. 15 
14-25-16, Hall, Kathryn Of] Co, 1...... 15 
Wells completed ............. ° 11 
co ee ee 220 
Coody’s Bluff District. 
17-26-17, Porter, J. Samuels 6........ 5 
26-26-18, J. H. Keys, Goldie O11 Co. 2. 10 
7-26-17, D. Allen, Devonian Of! Co. 14 40 
18-26-17, R. Allen, Devonian Ofl Co. 14 40 
7-28-17, Rattlinggevra, L. Cowles 15.. 25 
24-26-16, Harlow, Federal Oil Co. 2.... 10 
lie ee eg Ee 6 
a rere 
Salt Creek District. 
1-25-16, Parrish, Van Vleck & Co. 12.. 20 
5-25-17, a J. E. Lambert & 


° 7 7-25-17, I. M. Couch, Neptune Oil Co. 4 dry 





6-25-17, Sharp, Winters Al 20. 6.2250. 36 
8-25-11, Russell, G. A. Forman 7...... 30 
35-26-16, Parrish, H. C. Campbell 15. 20 
—_———s 
Wells completed........ sistant pias . 6 
EDUUCION 2205 osc’ evcces cocccee 105 
SEY. cake aseses ack ye erry 1 
Alluwe District. 
20-25-17, F. Gourd, Superior Oil Co. 24. 25 
28-25-17, C. Mehlin,, Superior Oil Co. 24 380 
28-25-17, M, Mehlin, Superior Oil Co. 19 25 
28-25-17, M. Mehlin, Superior Oil Co. 20 25 
28-25-17, H. Gourd, Superior Oil Co. 23.. 40 
29-25-17, L. R. Gourd, Superior Oil Co. 12 15 
29-25-17, J. G. Mehlin, Superior Oil Co.8 15 
28-25-17, M. Bratcher, J. O’Neill 8.... 40 
28-25-17, M. Bratcher, J. O'Neill 9..... 35 
28-25-17, M. Bratcher, J. O’Neill 10... 30 
28-25-17, M. Bratcher, J. O’Neill 11.... 50 
25-25-16, E. J. Campbell, H. L. Camp- 
na ee oe ree 10 
25-25-17, E. J. Campbell, H. L. Camp- 
BRS neem 10 
32-25-17, Fee, Hohman Oil Co. 29....... 25 
32-25-17, Fee, Hohman Oil Co. 30...... 30 
32-25-17, A. Roberts, Hohman Oil Co. 17 30 
32-25-17, A. Roberts, Hohman Oil Co. 18 30 
32-25-17, A. Roberts, Hohman Oil Co. 19 30 
32-25-17, Lowrance, Terra Haute Oi11Co.7 40 
33-25-17, L. Clark, Hanford Oil Co. 11.. 25 
33-25-17, L. Clark, Hanford Oil Co. 12.. 25 
33-25-17, Thompson, A. G. Phillips 24.. 45 
33-25-17, Thompson, A. G. Phillips 25.. 30 
34-25-17, D. A. Hill, Jane Of] Co. 5.... 25 
34-25-17, D. A. Hill, Jane Oil Co. 6.. 10 
co ee ere 25 
PPORMOUIOR. cc cccccvcgccncccecsess 695 
Chelsea District. 
1-24-16, R. L. House, J. F. Patton 2.. 380 
2-24-17, S. Hicks, A. E. Paulger 10... 10 
2-24-17, S. Hicks, A. E. Paulger 11.... dry 
2-24-17, S. Hicks, A. E. Paulger 12.... 5 
2-24-17, D. Tucker, A. E. Paulger 10.. 100 
2-24-17, D. Tucker, A. E,. Paulger 11.. 15 
3-24-17, L. D. Riley, J. A. Wise, recr. 3 40 
3-24-17, L. D. Riley, J. A. Wise, recr. 4 25 
2-24.17, C. Riley, Willard Oil Co. 2.... 40 
3-24-17, E. M. Byrd, Chase Oil Co. 4.. 35 
3-24-17, E. M. Bvrd, Chase Oil Co. 5.. 35 
5-24-17, T. Downing, Bellevue Oil Co. 11 20 
5-24-17, T. Downing, Bellevue Oil Co. 12 20 
5-24-17, T. Downing, Bellevue Oil Co. 13 40 
5-24-17, T. Downing, Bellevue Oi1 Co. 14 40 
5-24-17, Mrs. McKnight, Van cag 
Graham & Van Vleck 12.... 35 
8-24-17, W. Ward, Ward Oil Co. 21. 40 
8-24-17, W. Ward, Ward Oil Co, 22.... 60 
8-24-17, W. Ward, Ward Oil Co. 23.... 50 
8-24-17, W. Ward, Ward Oil Co. 24. 30 
12-24-16, B. Ketchum, A. T. McDonald 6 15 
12-24-16, B. Ketchum, A. T. McDonald 7 10 
12-24-16, RB. Ketchum, A. T. McDonald 8 10 
12-24-16, B. Ketchum, A. T. McDonald 9 drv 
12-24-16, RB. Ketchum, A. T. McDonald 10 20 
12-24-16, B. Ketchum, A. T. McDonald 11. 15 
19-24-16, B. Ketchum, A. T. McDonald 12 10 
14-24-16, H. M. Adams, Stuben Oil Co. 6 40 
19-94-17. G. Simpson, Cinco Oil Co. 1.. 25 
19-94-17, G. Simpson, Cineo Ofl Co, 2.. 25 
10-24-17, Thomnson, T. & D. Cohn 10.. 50 
8-24-17, FE. Ward, Ward Of! Co. 10.... 35 
17-24-17, C. Fverett, Wellsville O11 Co. 8 30 
99-94-18, C. Hall, Cahin Vallev Co, 4.... 50 
24-24-16, Heans, Walsh & Hughes 1.... 10 
26-24-16, D. Foreman, Ch’kee Of] Co. 257 10 
25-24-16, I. G. Nicholson, Cherokee Oil 
Pre ee 20 
21-24-17, D. Tucker, Cherokee Oil Co, 259 15 
95-24-16, R. Foreman, Ch’kee Oi1 Co. 260 dry 
36-24-16, C. D. Foreman, Cherokee Oil 
a Ee Een eS fee pn ae 15 
25-24-16, a (o Nicholson, Cherokee Oil - 
31-24-17, D, "oumeae, Ch’kee Oil Co. 263 10 
25-24-16, M. “%. oe Cherokee Oil 
CO. DEh ec keinetseneessncessas 10 
25-24-16, L. G. pickaien, Cherokee Oil 
oe Reyer 15 
31-24-17, J. L. Foreman, Cherokee Oil 
a errr ee 20 
31-24-17, D. Tucker, Cherokee O11 Co. 267 10 
25-24-16, O. M. Bond, Ch’kee Oil Co. 268 20 
31-24-17, D. Tucker, Cherokee O11 Co. 269 10 
31-24-17, D. Tucker, Cherokee Oil Co. 270 dry 
31-24-17, J. L. Foreman, Cherokee Oil 
CO: Bibi cccrccsvccesnscecescs 10 
13-21-17, Edmonson, Pryor O. & G. Co. 1 dry 
15-21-17, W. Fisher, Pryor O. & G. Co. 1 gas 
34-21-17, R. Peck, Pryor O. & G. Co. 1 dry 
Wells completed........ceeeeeuee 53 
ProGuction ..ccvcccccccccccscsece 1200 
ER re ee tee a ee 1 
i POT e er eT ee Tr he CLE Ey 6 
Osage Reservation. 
Lot 30, Barnsdall Oil Co. 91.......... dry 
Lot 74, Barnsdall Oil Co. 18.......... 400 
Lot 74, Barnsdall Oil Co, 19.......... 400 
Lot 94, Barnsdall Oil Co. 69.......... 10 
Lot 94, Barnsdall Of] Co. 70........++- dry 
Lot 100, Barnsdall Oil Co. 73.......... 200 
Lot 106, Barnsdall Oil Co. 71.......... 45 
Lot 301, Barnsdall Off Co. 2............ 20 
Lot 109, Barnsdall Oi! Co. 73.......... 200 
Lot 114, Barnsdall Ofl Co. 74.......... dry 
Lot 39, Federal Of} Co. 18............ 10 
met «48, Bowler & CO; 8... c0ccccccscces 75 
Lot 50, Minnehoma Ol Co. 38........ 75 
Lot 52, Matson Ooil Co. 25............ 50 
Lot 64, Roth, Argue & Co. 44.......... 25 
Lot 66, Sagamore Oil Co. 37.......... 30 
iet.* Or, Tee S58 CO. FG so ccc ncn 500 
Lot 67, Creston, Ol Co. 237....cccccees 150 
Lot 68, Matson Of] Co. 43............ 200 
Lot 68, Mateon O91] Co. 44...ccccceses 100 
Let €&, Prairie O. & G. Co, 47........ 150 
Eet 6, Prairie 0. & G. Coa. 48. ..5.... 50 
Lot 167, Western O. & G. Co. & A. T. 
ap) SP ae ere 70 
Lot 168, Manhattan Oil Co. 18.........; 150 
Li 24 
ON arin tin ic ho nip. Widen n= 0-000 2785 
oe BRE ee ee Pe 
Cleveland District. 
16-21-8, as Ba Land, Southwestern Co. 
Corercsecsessccccccscccscs 100 


Thursday, 


24-20-8, S. J. Hamilton, Vernon Oil Co.7 20 


Wells completed......... 











EWOAUCHOR 650000 sss needcceeces es 120 
CREEK DIVISION. 
Keystone District. 

8-19-10, he Harry, Canadian O. & G, 

8-19-11, Barnett, Patterson Mercantile 
DD. Bsecsacen eee dry 
Wells completed..... . ae * ] 
Production . . 100 
SY senskenve ¢ 1 

Taneha Dietrict. 

1-18-11, V, Richards, Gipsy Oil Co. 5. 350 
1-18-11, V. Richards, Gipsy Oil Co. 6.. 350 
1-18-11, S. Land, Gipsy Oil Co. 4.... 100 
8-18-12, J. Walker, Shawnee Oil Co. 1.. 75 
20-18-12, A. P, Barnett, Gipsy Oil Co. 14 150 
20-18-12, S. Ispocogee, Gipsy Oil Co. 10 250 
28-18-12, V. Beaver, Gipsy Oil Co. 9.... 75 
13-18-11, Gano Lee, C, Page 4.......6.4. 75 
13-18-11, J. Barnett, C. Page 4........ 300 
14-18-11, Lucy Lee, Slater & Co. 3.... 800 

23-18-11, aera tga Standard O. & 

LA eS ey eae ee ee 200 
24-18-11, O. D. ia Roth Oil Co. 7.. 200 
24-18-11, O. D. Aubrey, Roth Oil Co. 8.. 500 
19-18-12, Winona Oil Co. 2.......cecee 80 
19-18-12, T. Ispocogee, Taft Oil Co. 9.... 400 
21-18-12, Ella Bigpond, Quaker Ofl Co. 9 40 
21-18-12, Ella Bigpond, Quaker Oil Co. ‘~ 

| EPP Oe ee ER ERED er er ry 
21-18-12, Ella Bigpond, Quaker Oil Co. “ 
21-18-12, Ella Bigpond, Quaker Oil Co. ~ 
21-18-12, Ella Bigpond, Quaker Oil Co. 9 
21-18-12, W. Brown, Big Jack Oil Co. 1.. 15 
28-18-12, S. McGilbray, Reese Oil Co. 5.. 75 
28-18-12, S. McGilbray, Reese Oil Co. 6. 80 
28-18-12, L. Edwards, Barnes Oil Co. 20 75 
28-18-12, L. Edwards, Barnes Oil Co. 21 50 
28-18-12, H. Barney, Barnes Oil Co. 7.. 75 
28-18-12, A. Littlehead, Spring Oil Co. 19 65 
$3-18-12, A. Littlehead, Spring Oil Co. 20 150 
20-18-12, R. Marshall, Arkansas O, Co. 11 70 
32-18-12, L. Marshall, Winchester Oil Co. ~ 

eer ree ere re ee 
18-18-12, H. Bough, Arthur Oil Co, 2.... 400 
85-18-12, R. Perryman, Barnes Oil Co. 1 gas 
29-18-12, S. Sells, Booth Ofl Co. 10.... 75 
$1-18-12, J. A. Hengst, Julia Oil Co. 1.. 100 
Wells completed.........esee08 > 34 
Production .....ccccccccscccceces 4905 
AE. acd ccsSGanSsdesewesdeeesenne 1 
Glenn Pool, 
22-17-11, D. Cloud, Deutcher Oil Co. 2.. dry 
9-17-12, L. Tucker, Paragon Oil Co. io 35 
18-17-12, Leiber, Barnes Oil Co, 11. 50 
22-17-12, R. T. Barber, J. E. Crosbie S. dry 
30-17-12, G. D. Keifer, Prairie O. & G. 

OS Dow ccceasavense ee esp one ee 
30-17-12, F. Lewis, Orient Oil Co. 3.... gas 
29-17-12, R. Stewart, W. H. Milliken 1. . ary 
16-17-11, T. Weaver, Loeschen Oil Co. 1 30 

Wells completed....... ecvoccecee 8 
Production .....ccccccvvsscccsces 105 
GOR cccevssccs Dae ce wens oseouee 2 
DEY cccccccsecccccccscccs eee 3 
Preston District. 
19-15-13, F. - Butler, Prairie ” & G. 

6. ae Peeps ey ee ort a 
12-14-12, P. beens Justin Oil “Co. 2. 25 
11-14-12, P. Roberts, Justin Oil Co. 2.. 160 
14-14-12, Reynolds, Neodesha P. L. Co. 3 200 
14-14-12, Reynolds, Neodesha P. L. Co, 4 85 
14-14-12, C. Duff, Preston, Kerr & Co, 2.. 200 
14-14-12, C. Duff, Preston, Kerr & Co. 3 40 

Wells completed 
Production ...... 
ne MONETTE ELE Te TS ee 
Twin Hills District. 
21-15-14, Irene Osborn, Ventura Oil Co. 3 gas 
6-14-14, Randolph, Worth Oil Co. 4.... 40 
6-14-14, H. Hillman, Keystone Oil Co. 5 60 


Wells completed 
Production 
Gas .. 


Haskell District. 





19-15-15, D. Matthews, Coody Oil Co. 3 = 
19-15-15, D. Matthews, Coody Oil Co. 2.. 
30-15-15, Durant, Gipsy Oil Co. 1...... 10 
10-16-15, C. Berryhill, Haskell Gas Co. 1 dry 
24-15-14, F, Virgel, Eastern Oil Co. 2.. 110 
Wells completed ...ceeeeeceseveee 5 
Production ..... é04.46 a5 466 ee 
DEY cccccscccevcssccvccesse 2 


28-13-14, 
28-13-14, 
28-13-14, 
34-12-14, 
27-13-14, 
27-13-14, 
26-12-13, 
23-12-13, 
34-13-12, 
26-12-13, 
10-12-13, 
16-13-14, 


Wells completed......... ee 
Production 


3-14-18, 

4-14-18, 
34-15-18, 

3-14-18, 


4-14-18, 
34-14-18, 
34-14-18, 
12 14-17, 


“Okmuigee-Morris District. 

N. Doyle. L. E. Hampsher 5.. 75 
T, Atkins, Matson Oil Co, 5.. 100 
T. Atkins, Matson Oil Co. xe 100 
Lucy Hill, Hill Oil Co. 2. 7 
M. Hill, Lantz & Co. 1 
M. Hill, Lantz & Co. 2 
Hampton, Devonian Oil Co. 1.. dry 
J. Jackson, Rabinovitz & Co. 1 dry 
M. Tiger, Tiger Oil Co. 1.... dry 
E. Reynolds, Stevirmac Oil Co. 3 100 
Manuel, Deep Fork Oil Co. 1.. 100 
Skelton, Okmulgee Gas Co. 1.. gas 





“Muskogee District. 
J. Sturgeon, Maladra Oil ash . 150 
F. Durant, Gipsy Oil Co. 4. 40 
Bud Dean, W. Hennig 2..... ary 
E. Mag cies a — onl 


yore, Coody ‘Oil Ce discus 
J. Spaulding, W. Hennig 4.. 
J. Spaulding, Dominion O. Co. 6 180 
E. Blackman, Prairie O. & G. 

Co. coos 2560 


Lissvcccesece 
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BRANCHES : BRANCHES : 
INDEPENDENCE BARTLESVILLE 
CHANUTE 
CHELSEA 
KANSAS 
NOWATA 
BEAUMONT 
HUMBLE ees 
HOUSTON TULSA 
TEXAS PRESTON 
SHREVEPORT ne es See ee " DELAWARE 
LOUSANA © ” OKLAHOMA 


ROTARY DRILLING RIGS 


WHICH DO THE BEST WORK UNDER ALL CONDITIONS 
ARE EQUIPPED WITH 


B. & Q. 40-H.P. “TEXAS SPECIAL” BOILERS 


AND 


KNOWLES IMPROVED SLUSH PUMPS 


SOLD ONLY BY 


THE NATIONAL SUPPLY COMPANY, = xaxsas 


Oil and Gas Well Supplies of Every Description The National Tube Co.’s Special Rotary Drill Pipe 
Casing, Tubing, Line and Drive Pipe Boilers, Steam and Gas Engines, Darling Gate Valves 
Wire and Manila Drilling Cables and Rope 


ALSO MANUFACTURERS OF 


THE NATIONAL PORTABLE DRILLING RIGS 


HEADQUARTERS: MAIN OFFICE FOR SOUTHWEST: 














INDEPENDENCE, KANSAS BEAUMONT, TEXAS 
T. W. GARRETT, President T. L. COPLIN, Cashier 


Commercial National Bank 


OF BEAUMONT, TEXAS 


Capital Stock, $200,000 Resources, Over $1,000,000 


We will be glad to answer all inquiries concerning conditions 
in this section of the country 












































































8 THE OIL AND GAS JOURNAL. Thursday, 
11-14-17, Harjo, Prairie O. & G. Co. 4.. 500 27-26-14, Jesse Collier, A. Lewis 1.... drg 27-26-15, A. Stout, Levy & Co. 2 arg 28-18-12, aw 
14-17 : . , ~ : pane. ’ a ind da nde) -18- D. Jefferson, Booth Oil C 
oo + - < — — > pees: pe 19-26-14, J. Connor, Rowe & Co. S..0. G8 . —— 29-18-12, 8, Sells, Booth Ol! Co. 11 0., 9 ‘Ss 
7-14-17, W. Lewis, air DO. Bicvces Y 30-26-14, W. Matheson, Jas. O'Neill 4.. drg Pee RNC is ea ulie ness kos Cae 10 29-18-12, G. Colbert, Brown Oil Co. 15. § 
32-15-18, Barnes, Argue & Compton 4.. dry 30-26-14, W. Matheson, Jas. O’Neill 5.. drg Coody’s Bluff District. 30-18-12, R. Marshall, Ori o. 15.. drg 
: 30-26-14, F. Hitchens, Toledo Oil Co. 4. drg 18-26-17, R. Allen Devonian Oil Co. 7.. drg 29-18-12) W. March, Berna ou! Co 3-+ are 
Wells completed.... $1-26-14,K. Gecondine, Natl O. & D. 7-26-17, Rattlinggourd, L. Cowles 16.. drg 39-18-12) L. M arch, Barnes Oil Co. 8.. drg 
Production ..... ¢ Cer Ge eS eae arg 18-26-17, Chestnut, W. J. Brundred 8.. drg hand dasexinencitereumenenemmaien Si 
TY ccccwseccecccccercceces ere 31-26-14, H. James, | Shaffer & Fulton 4 drg 24-26-16, Harlow, F cae i aie le ee ee ee Se Ske 
Wainwright District. 31-26-14, A. Essex, S. G. Magee 2..... . ‘fe jn Me Peeeral ON Oe. 5... OS 91-16-13, J. O. Henget, Julie ON Co. 2. on 
Z a = . -26- i ys .% coe A ells drilling ........ a 
16-13-16, J. Collins, Young & Co. 1.... 300 83-26-14, G. Russell, A. D. Morton 3 i ie Rr 6 Wells drilling......... 
—~ 33-26-14, G. B. Paris, Bell Oil Co. 2.. drg Salt Creek District. BRIGG: sens SLAC eae ae aH 
Wells completed ........+seeeeees 25-26-13, F. Bigbey, Sill & Sawyer 1.... drg 6-25-17, Sharp, Winters Oil Co. 7..... arg Glenn Pool, a 
CrePAIR accbscatua Garatbanans 309 35-35-18, G. he, wongenes Squawman Oil om ht 17, Couch, Neptune Oil Co. 5.... drg 9-17-11, T. Barnett, Unknown 1.... are 
Wietineses:. $j i i- “6 e046 er Wekkinbaen ones & Go. 2... » Russell, G. A. Forman 8..... . drg 16-17-11, J. Jack, McDougal & Co. 1.... 
5-6-17, (Hugo) M. S, Kendrick, Scipio 25-26- 13, M. * ‘chambers, Furey & Co. 2.. rig 1-25-16, Parrish, Van Vleck & Co. 13.. drg 16-17-11, T. Weaver, Leoschen Oli Co. 2 ped 
Oi 4d 19 25-26-13, Bigbey, Bigbey Oil Co. 3..... rig 35-26-16, Parrish, H. C. Campbell 16. drg 22-17-11, D. Cloud, D h g 
1 CO 1 wccesccesecsececs . 13-25-13, W. Girty, Barnsdall Oil Co. 4 rig eee Be 22 eutcher Oil Co. 8.. rig 
25- -5- -5, Arbuckle, Mal-Millan Oil Co. i2° dry —- 18-17-12, — Prairie O. & G 
36-5-5, Baicock, Micnhaecis & CO. 1l.....- gas 36-26-13, W. Jackson, Planters Oil ~~ VOUS MANE ssn v's dae esse sis S .  ,  OBisenscscces . drg 
Waurika, O’Neill Construction Co. 1... dry eG 6 peat See o ern Ts Alluwe District. 30-17-12, a. >. Keifer, Prairie 0. & G. ¥ 
Marietta, ae Wilson-Love O. mn aged , ey: . ae 20-28-17, Fee,_ E. B. Lawson 18........ drg ee Py * age ke ch A oie We 6 wda Sines ye 
& G DO. Zoweecsecececcececss Diet ee ee ie Meee ee. -25-17, F. Gourd, Superior Oil Co, 25 arg °?7!!- 4ewis, rient Oil Co. 4. 
16-18-12, W. B. Jensen, Santa Fe Ry. 39 15 a Se ‘Cusech, Prairie 0. & G. arg 20-25-17, J. Tanner, Superior Oil Co. 12 arg 30-17-12, M. E, Rhodes, Owassa Oil Co. i pi 
22-3-2, W. B. Jansen, Santa Fe Ry.....-- 6-25-14, s aiebn: Prairie 0. & G. Co. 7 rig 20-25-17, M. Tanner, Superior Oil Co. 13 drg w, n anie ———s 
7 7 13-25-13, L. Henderson, H. C. Campbell 20-25-17, E. R. Gourd, Superior Oi] Co. 6 drg ells drilling....... Face eb Meee ° 7 
—— completed Seees -sebeevesess Ps 6 ’ : ... Org wor Bratcher, Jas. O'Neill 12.... drg Rig: ae pau aie r sess eae 1 
roduction ..... schbsbeaeeavesess: Wg es Le eee rPP2 eee ee * 2 oe Sess a -25-17, Bratcher, Jas. O’Neill 13 a eggs s rict. 
-25- s ie 1 drg 78-25-17, Bratcher, Jas. O’Neill 13...... rg 
Dry vsveesess RARER OS oe 8-25-14, N, Scott, Shufflin & Gillespie § 25-25-16, E. J. Campbell, H. L. Campbell 6-15-11, Thompson, Deming Inv. Co, 1. drg 
BB wccpocccccccece ececcccccescce Salix eMINEE oc oSa) <asoxesdsses 7 sedi Soe fe eae eS dre 7-15-18, Unknown 1.... ..... ° . -»aae 
: s 7 J. PPT ELETE TTL Ftp , a) Serer rg Sees 
RIGS AND DRILLING WELLS. wige Sint Coeds Diateict 32-25-17, A. Roberts, Hohman Oil Co. 20 drg Wells drilling...... icndeeneswenx- ol 
akin ree 8 . 32-25-17, A. Clark, Hanford Oil Co. 13. drg UGS see seescnebs cues coneceene & 
Copan District. 11-21-13, Evans, Okla. Oil Co. 5........ drg 33-25-17, Thompson, A. G, Phillips 26.. drg Preston District. 
2-29-13, Fee, Independent Gas Co. 4.. arg 23-22-12, Bee Cnn Cn. 8ucc0sccennve0e arg 34-25-17, D. A. Hill, Jane Oil Co. 7.... drg 28-15-12, Marshall, New York Oil Co. 1.. rig 
17-29-13, E. Finlay, W. S. Hoyt 1........ drg 18-21-13, N. Bitting, Smalley Oil Co. 8 dre 35-15-12, R. Chamberlain, Gill & Co. 1.. rig 
22-29-13, J. Willis, W. S. Hoyt 1........ drg 18-21-13, Gibson, Producers Oil Co. 12.. drg Wells drilling ............ caw 13 35-15-12, A, Tiger, McBride & Co. 1.... rig 
27-29-13, M. Morris, W. S. Hoyt 2..... . arg 19-21-18, M. Spybuck, Decem Oil = .’ ped Chelsea District. 35-15-12, G. Marshall, McBride & Co. 1.. rig 
27-29-13, Fee, W. S. Hoyt 1.........-+- drg 19-21-13, Alexander, Goodman oo me rig 1-24-16, R. L. House, J. F. Patton 3.. drg 2714-12. _ Chamberlain, G. B. Harmon 
34-29-13, Fee, W. S. Hoyt 1......--+++- drg 32-21-13, J. — Gillespie Oil Co. an 1-24-16, R. L. House, J. F. Patton 4.... dre . oe ee ett e ttt e eee e es sand 
22-29-13, R. Sachs, American Zinc Co, 3 drg —. Mae ae ee ee ied 2-24 17, D. Tucker, A. E. Paulger 12.. dre $-14-12, “ Stake, Devonian Oil Co. 3.. drg 
23-29-13, C. Welch, Kansas Nat. Gas 4.. drg 18-20-13, R. Payne, - : ae 3-24-17, L. D, Rilev, Wise, recr., 5.. drg 3-14-12, A. Tiger, Gillesnie & Co. 1. rig i] ( 
23-29-13, C. Welch, Kansas Nat. Gas 5.. drg 24-20-12, Twist, Los ngeles-C i le “ 2-24-17, C, Riley, Willard Oil Co. 3.... arg 8-14-12, S. Adams, Prairie O. & G. Co. 1 drg ) 
18-29-14, S. C. Canary, N.Y.O. & G. Co. 12 drg 90.48 oak hye ogee ela 3-24-17, E. M. Byrd, Chase Oil Co. 6.. dr o8-15-15, A. Byrd, Ue Eo! aS a sand . 
18-29-14, S. C. Canary, N.Y.O. & G. Co. 13 arg 24-20-12, Twist, Los g arg 5-24-17, T. Downing, Bellevue Oil Co. 15 drg 10-14-12, W. Kenard, Quaker Oi! Co. 2.. rig 
19-29-14, C. A. Stradley, Delaware Indian gas eter! arta See al 5-24-17, Mrs. McKnight Van Vleck & 10-14-12, W. Asbury, Ginsy Oi! Co. 1.... rig 
a) errr te . arg 19-20-13, W. G. Twist, Los Angeles , OR | ae aea Sie eeaiar: arg 11-14-12, Faster Duff, Cinsy Oil Co. 7.. rig :* a 
31-29-12, T. Davis, Bell Oil Co. 1...... dre 10.00.86 Boo odinge Boel > pea ide bd 8-24-17, E. Ward, Ward Oil Co. 11.... drg 11-14-12, Faster Duff. Ginsv Of1 Co. 8.. rig 
7-28-13, M. Davis, Meredith Oil Co. 4 arg apse. oars a ee Gre 8-24-17, W. Ward, Ward Oil Co. 25.. drg 18-14-12, T. Fexico, Ginsy O11 Co, 1...... rig 
7-28-13, Fee, Real Estate Oil Co. 4.... dra 18-20-12, RabimovltZ 4...-++---0---0 ree a 10-24-17, Thompson, I. & D. Cohn 11.. drg 12-14-12, P. Roberts, Gunsburg & Co. 3.. drg 
10-28-13, Trott, Jackson Oil Co. 10.... drg 20-20-13, P. Lloyd, Paragon Oil Co. 2.. drg 12-24-16, B. Ketchum, A. T. McDonala 12-14-12, P. Roberts, Gunsburg & Co. 4. rig 
10-28-13, H. Parks, Henry Oil Co. 6.... drg 23-20-12, Archer, T. F. Overman 1. arg |) RRS Pe en nee drg _7-14-12, J. Jefferson, Gunshburg & Co, 1 rig @ ‘ ; 
27-28-23, R. Cox, Wichita Oil Co. 8.... arg 32-20-13, Lynch, Duquesne O. & G. Co. 1 arg 14-24-16, H. M. Adams. Steuben O11 Co. 7 dre 13-14-12, P. ren. Prairie O. & G. 
17-28-14,-Lowery, Bell Oil Co. 6....-- drg 14 12-24-17, C, Everett, Wellsville Oil Co. 9 drg a Se SR eee ee rig 
15-28-15, A. Cave, Severance Oil Co. 1.. drg meng Grilling ....ccccececceccves : 19-24-17, G. Simpson, Cinco Of! Co. 3.. drz 14-14-12, . Dar, prairie 0. & G. Co. 1.. rig 
16-28-14, E. J. Higgins, Campbell & Kirk- cubedenenstenesengeseeenees 19-24-17, G. Simpson. Cinco Ofl Co. 4... drg 12-14-12, Ww. Shepard. Savov Oi! Co. 1.. rig 
went Bu... cc ccsccsccscpnecceee drg Delaware-Childers District. 22-24-17, C. Hall, Cabin Vallev Co. 5.. drg 18-14-13, 1. Nail, Selder & Co. 1........ rig 
17-28-14, Holland, Owen Oil Co. 4..-- GE 3.97.45 G, Adair, Silurian Oil Co. 1.. drg 24-24-16 Heapes, Walsh & Hughes 2.. drg 16-14-12, Ikey Boone, Fox River O. & 
;, 23 23-27-15, C. Keys, Pitt Oil Co. ae drg 25-24-16, L. G. Nicholson, Cherokee Oil & G. CO, Lessseccccccsssccccees drg 
Well drilling........e++seeeeeees . 93-27-15, C. Keys, Pitt Oil Co. 3...... arg UA 1) eR ene arg 2-13-12, Melroy, Fox River O. & G. Co. 1 arg 
Dewey—Shallow Sand. 22-27-15, ‘, a Cypher, Prairie O. & G. is 25-24-16, .. ee, Cherokee Oil Co. Wells drilling ; 
4-27-13, V. Needham, Argue & Compton J ee ayer ne: SP ee ee ere arg jj Wels ArHMNS.....+seeeereeeeeees 
é 1 ee eee as 23-27-15, "nebbinn. Gunsburg & For- 25-24-17, ». C. Beresine, Cherokee Oil Rigs Aoi ag aaa 16 
5-27-13, C. Bushyhead, H. F. Sinclair re MAN 1... cccvcccvcccccsccsese rg et ih Oe eT ere er ere drg W 4 strict, 
11-27-13, J. Lamar, Natl. O. & D. Co 4 Grg 23-27-15, Robbins, F. E. Hertzel 1.....- drg 31-24-17, D. Tucker, Cherokee Oil Co. 275 drg %-14-14, Hillman, Kevstone Oil Co, 6.. arg 
11-27-13, L. Longbone, Luddington Oil a 22-27-15, E. Benge, Gunsburg & For- " 31-24-17, =. M. Bond, Cherokee Oil Co. Pe Hee ig grote a ed bafae re yi oe 
ere rg ee ee ae er rg i Ee Er OP RN drg 21-15-14, ©, Osborn, Ventura lo. &5.. arg 
12-27-13, R. Weber, J. W .Stearns 2. arg 22-27-15, E. a Gunsburg & For- 31-24-17, J. L. Foreman, Cherokee Oil ae ee L. Rarber, Annex Of! Co, 3.... rig 
12-27-13, N. Whiteturkey, Garwood O1i Ae Re ea arg SSSI E ye ckucuiweascasiscockc arg : ae > eo Stuart & Co, 1...... arg 
| 2 ee ae se os 24-27-15, M. 3. Dick, Gunsburg & For- ie 36-24-16, :e, 'D. Foreman, Cherokee Oil 4-16-13, W. Fox, Gipsy Of] Co. 1...... sand 
12-27-13, D. E. Taft, Northern Oil Co. rg ED cikeeeusesce ks =osen ee - arr. rere drg : 
12-27-13, Kane, Chattahoochie Oil Co. p 24-27-15, M. 3. Dick, Gunsburg & For- ees 36-24-16, ys D. Foreman, Cherokee Oil — Griing. 6. e eee ee ee eee ee ; 
ee as ae PS SED ASS DDS ECeD rg Desc cb ban bas seers se wees (Us tcesnseweeeevnccas GE 60'S 2,0'8 0/0 48 6810 6:06 4(64'9'0.0'40\6 019.9 
12-27-13, Walkingstick, F. E. Hertzel 3 drg 24-27-15, Soma Dick, Gunsburg & For- Haskell District. ‘ 
12-27-13, J. Powell, F. E. Hertzel 7...- drg SS ae reo drg Se | ee a ee 26 9-15-15, Tohnson, Sachem Oil Co. 1.... rig 
6-27-14, J. Rowe, F. E. Hertzel 2.... arg 26-27-15, M. J. Benge, Bert Hindman 2 drg Osage Reservation. 19-15-15, V. Mathews, Vicmar Oil Co. 5 drg d 
12-27-13, M. Wilson, Niagara Oil Co. 12. pried 22-27-15, Rye, H. Branson & oe. aS =s bor a Kemont eee rig 19-15-15, V. Mathews, Gunsburg & For- 
14-27-13, L. Walker, J. N. Ritts 5...... 27-27-15, E. O. Scott, Clark & Johnson rg Lot 32, Indian Ter. Illum, Co. 27........ ri MAN 1. oe cece ee eeecereeeeeeeee rig 
7-24-14. Windalaaqua, LaSalle Oil Co. 11 = 27-27-15, E. O. Scott, Clark & Johnson 4 arg Lot 190, Indian Ter. Illum. Co. 1...... pid 19-15-15, D. Mathews, Coody Oil Co. 4.. drg 
30-28-14, J. E. Cato, Parr & Co. 2...... 27-27-15, E. O. Scott, Graham 2........ drg Lot 39 Federal Oil Co. 19............ 20-15-15, K. Durant, Mallory & Co. 1.. rig 
31-28-14, F. L. Kelly, Natl. O. & D. Co. 2 are 99-27-15, J. Secondine, Big Four Oil Co.1 drg Lot 44, Fowler & Son 3.......csesecece 2, 24-15-14, F, Virgel, Eastern Oil Co. 3.. drg 
36-28-13, Perkins, Bucy & Co. 2..++++ Gr& 59-97-15, Rye, Garvey 2...-.+++-+eee drg Lot 50, Minnehoma Oil Co. 39. 29-15-15, R. Morris, Gipsy Oil Co. 2.... rig 
; 22-27-15, J. C. Robbins, F. E. Hertzel 1 drg Lot 51, Union Oil Co. 36 36... —n 
Wells drilling. ....---++ssseseeeees 7 95-97-15, B. McClure, Chanute Oil Co. 3 drg Lot 52, Matson Oil Co. 25......... 3 Wes: CMON. asc cbeksccacncsses . & 
Ochelata—Shallow Sand. 25-27-15, B. McClure, Chanute Oil Co. 4 drg Lot 53, Matson Oil Co. 5....... PEL, SaAMttUGLS ees e PEscsasese ben ‘: 4 
4-25-18, Sadie Halfmoon, Halfmoon Ol! e 95-27-15, O. J. McClure, Chanute Oil Co.1 drg Lot 64, Roth, Argue & Co. 45.......... drg Okmulgee-Morris District. 
Co Pnnposaseeret ene ts =v se tee TS 24.97-15. F. Riley, G. B. Shoenfelt 1.... dr Lot 65, Prairie O. & G. Co. 49.......... 13-13-13, C. Douglas, Vaughan & Co. 1.. rig 
4-25-13, Sadie Halfmoon, Johnstone s 25-27-15, L. Payne, J. H. Markham 5.. drg ot 6%, Creston O11 Go. 28. ..5.6<0c000s 16-13-14, Skelton, Okmulgee Gas Co, 2.. drg 
Co ai ee eR Ai vid 25-27-15, L. Payne, J. H. Markham 6. drg Lot 68, Matson Oil Co. 45.. = 21-13-14, M Dovle, Junior Oil Co. 3.... drg 
20-26-13, R. C. Eaton, Matoka Oil Co > 25-27-15, " Ballentine, J. H. Markham Lot 74, Barnsdall Oil Co. 20. 22-13-14, A. Hardridge, Matson Oil Co. 1 arg 
3-24-13, Bean, H. Mendius 2.....--+-++- yd Se ee sae ue ewes eS arg Lot 74, Barnsdall Oil Co. 21 23-13-14, T. Atkins, Matson Oil Co.-7.... rig 
26-25-13, Beasley & Co. 1...s+eeeeeees ° 25-27-15, e. Ballentine, J. H. Markham Lot 127, Barnsdall Oil Co. 72........... 27-13-14, A, Hardridge, Hill Of] Co. 1.. drg 
; SL. cc ebaskenaeoberschee™ dr& Lot 301, Barnsdall Oil Co. 3............ 27-13-14, W. McK, Hill, Fredora O. Co. 8 drg 
Welis drilling....--++-+-+s++serers 24-27-15, L. Wolfe, Tucker & Co. 14.. arg Sec, 25-24-10, Barnsdall Oil Co. 1...... rig 28-13-14, “gee Oil Co., Brown Oil 
Bartlesville District. on 96-27-15, Wolfe, Hart & Chapin 2...... arg Hominy, Hominy Gas Co. 1.......... drg CONS RRA ees rig — 
31-28-13, oe ge Marker, Royal Victor pom 19-27-16, I. C. Canada, —— ar. 12 ped — 26-12-13, J. ~~ Stevirmac Oil : 
bees ee Se vente hee Sey ee 31-27-16, Fee. Hart & apin 3........ ar — GQEETNE ceciccccscccsccnccs 18 Co. Si ee re es 
2-27-12, aM. °washburn, McMahan & Van- ave 19-27-16, P. Suagee, Iron Mountain Oil PE Wes cert bet ese wks onewssaeen 6 27-12-13, J. Reynolds, Stevirmac Oil Co. 1 i j 
dell 7.....- * papeaseeehs steers dre Cp, Vann vn onoscceeernccssevccescoves pd Keystone District. 23-12-18, G. Douglas, Dehart & Fisher 1 arg ee 
11- aT- 12, C. Ross, E. ewa sresere yd 20-27-16, Holmes, W. R. Hookey 1. Tg 8-19-10.,W. Harry, Canadian Oil Co, 2 drg 14-12-13, M. Durant, G. B. Harmon 1.. rig } 
27-13, Secrist, A. L. McMullin oe ee pa 29-27- * — Robbins, Emma Oil Co. 17-19-10, J. Tiger, Canadian Oil Co. 1.. rig 9-12-12, M. Thompson, Bissett & Co 1 drg 
13-27-12, J. A. Bartles, J. A. a ~ghet ~~ RN | SE STA at tata b nae nde 18-19-10, J. E. Robins, Canadian O. Co. 1 drg 31-12-13, E. Barnett, Sheets Bros. 1....sand 
13-27-13, C, Parks, Kanotex R - - 29-27-16, 7 Robbins, Laura Oil Co. 5. rg 19-19-11, M. Hardridge, John Roy 1....drg 28-13-12, C. Morton, Robinson & Johnson 
5-27-13, N. Miller, Gunsburg are 20-27-16, F. Alwell, Markham & Veitch 8 drg _—~. SS see Sree rig | 
6-27-13, Pa Se ae eee yd 30-27-16, W. Alwell, Markham & Veitch ue han drilling........ OT Pe seeee 8 °° 11-12, United Development Co, 1..... rig | 
-27- See, seen Bree Bee Sh see ee I oe aeateeicebe esse eeene ee ee === | ERD 6:05.05. 660.65 260 eo 0 we wid cine ene 1 {ted Nev, Co. 1 rig i 
6-27-13, C. Chandler, Collis Oil Co, 8.. 4T& 29 97-16, H. Canada, Owassa Oil Co. 6 dre Taneha District. 27-10-11 (Weleetka) Southern Oil Co. 1. 
18-27-13, D. Whiteturkey, W. R. Ham- a 20-27-16, H. Canada, Owagssa Oil Co. 7 drg 23-19-11, J. Cozy, C. Page 1.......... sand r ¢ i Gn 1 Co. 1. Pic 
ilton 16 ot ee bate TS 24-97-16, 7 acres, Hart & Chapin 3.... 4r& 16-18-11, C. Grayson, Fife O. & G. Co. 1 drg iene 
18-27-13, D. Whiteturkey, erokee arg 21-27-16, Tucker & Keith 4....+-+++e++ drg 31-19-12, M. Keifer, Deming Inv. Co. 3.. drg Wells drilling 9 
Co, 9..--+-- +20 cee Dov. Co. 7 rig 29-27-16, Robbins Oregon Oil Co. 7..-. dr8 41-18-11, V. Richards, Gipsy Oil Co. 7.. drg GIGE. Sesesne wes nese canon une emi 10 | 
19-27-13, S. Fugate, cma Dev. Co. 6 ére 29-97-16, E. Alwell, Wilson Broach Co. 9 drg 1-18-11, V. Richards, Gipsy Oil Co. 8.. drg Muskogee District. i 
19-27-18, F P. Fugate, ern sted Dev. Co. 7 dre 27-27-16, T. J. Rider, Federal Oil Co. 19 Grg 6-18-12, W. Gray Gipsy Oil Co. 2....drg 3-14-18, W. F. Crabtree Argue & Comp- 
39-33-35, G. Vusese, <"Cnerekes Dev. 27-27-16, Wilson, Prairie O. & G, Co. 28 drg 6-18-12, W. Grav, Gipsy Oil Co. 3..... rig ton Boca ce pie ~ | 
19-27-13, ™ a sensed ed rig 28-27-18, Fee, Prairie O. & G. Co. 83 ..drS 1-18-11, Land, Hecla Oll Co. 8.....+ ++ arg 3-14-18, M. Sanders, Hening & Co. 12.. drg 
: A taney Walley OW Go. T dre 22-27-16, Fee, Prairie O. & G. Co. 84.. 4r& 99-18-12, A. P. Barnett, Gipsy Oil Co. 15. rig 3-14-18, M. Sanders, Hening & Co. 13... rig ' 
Sate 7 => ain Oil Go. 7 dre +9 hei eee go ge = “a 85.. she 1-18-11, W. N. McGuire, Gipsy Oil Co. 5 drg 3-14-18, R. Vaughn, Mallory & Hening 3 dre 
“eae ee a 5-27-16, Cates, awa ans, oe 26 90 ® 21-18-12, D. Hawkins, Gipsy Oil Co. 6.. 4rg 34-15-18, Bud Dean, Heni 5. 3... ; 
sas, & 2 ae a = Gre 35-27-16, Neleon, J. Metzler 13........ arg 36-19-11, A. Franklyn, Gipsy Oll Co. 1.. arg 8-14-18) J. Stueeeen, Malades Ol Co. 3 dee ' 
14-27-13, F. poe son esieatine Co. 2.. are 28-27-16, O. Robbins, Markham & Mc- a 28-18-12, V. Beaver, Gipsy Oil Co. 10.. drg 3-14-18. R. Vaughn. Regal Ofl Co. 4 ee 
1-26-12, E. Avery, Caleb 7... ssceeeeesseeeeeeees T6 28-18-12 V. Beaver, Ginsy Oil Co. 11.... TI 5-14-18) Brinkle ‘ piece 
1-26-12. G. Ross, States Oil Co. 3...- OTS o9 o7 16 hh Ol Co. 9 ar Brinklev, D. Gunsburg 8...... drg 
26-12, G. “ 22-27-18, Robbins, Berea Oil Co. 9...... & 98-18-12, V. Beaver, Gipsy Oil Co. 12.... rig. 5-14-18" s. 
7-26-12, Guthrie, Natl. Ref. Co. 5.... Org 7-16. J. Halsell, J. Metzler 10 drg ' 18, Woodward, Prairie O. & G. 
6-26-13. J. Cowles, Larkin & Co. 1... drg 55-33-08, 2. Tealeen, 2. eee 20..--2+ OTB 90-12-12, H. Coser, ° Ginsy Oil Co. 6.... arg CS TORRES FRR a Bea Sal arg 
16-26-18, J. Cowles. evatone Oil Co. 9.. arg 92720716 M. Martin, Whitehall & Co. 6. Gre 43-18-11, J. Barnett, March Oil Co. 6.. dr 11-14-18, S| McKellop, Prairie 0. & G. 
ar ee oo a Sine: ise a6... aoe 35-27-16, G. G. Howerton, Knickerbocker arg 12-18-11, G. Lee, March Olt Co, 5...... he's , tie 
J-20-Le cr . ving ssasesew ME Sh eae at ice. eae ee ata A SRR ee ge eae hace eee Sager oS 8 908 8 es Sie 
39-26-18. A, Taylor, Gunsburg & For- ON Co, 19...--++2++ TB 14-18-11, L. Lee, Arthur Ofl Co, 1 11-14-18, S. McKellop, Prairie 0. & G. \ 
age slen <3 5 Sil anpieaetd ee AO EREIAT arg Wells drilling 56 23-18-11, Colahalaney, Standard O. &. G. s “yey, Pee aera Sree erry ter rig | 
22-26- McCoy, ‘Sinclair ie eee ae OS eee (on ee TS 13-15-18, A. Hawes, Prairie O. & G. Co. 12 rig 
HH Mecoy. Sh Modern Of] Co, 3.. arg Nowata District. 24-18-11, O. Audrey, Roth Ol Co. 9.... dr& 6-14-18, T. Sango, Okla, Ofl Co, 8...... drg 
99-9%-12, Pnd Thomas, Liberty O11 Co. 3 dry 18-26-16, Metzner, Hecla Of] Co. 5.... arg 19-18-12, T. Isnocogee, Taft Of! Co. 10.. dre 28-15-17, S. McIntosh, Okla. Oil Co. 1.. dre 
18-26-13, Whiteturkey, Little Rock Oil 5-28-16, Bailey, Railey & Co. 2...... oid 21-18-12, FE. Rignond, Quaker Oil Co. 14 arg 6-14-18, T. Sango, Jackson & Fastman 3 drg 
a rr erg 9-26-16, Duran, Farmer & Co. 1...... rg 21-18-12, F. Rignond, Quaker = 4 15 drg 6-14-18, T. Sango, Jackson & Mastman 4 rig 
12-98-18, S. Robb, Delokee Oil Co, 8.... drm 8-28-16, J. Randall, Cudahy Ref. Co. 6 me 21-18-12, W. Brown, Big Jack Oil Co. 2 ed 7-14-18, J. Coviter, Eeanomv Oil Co. 3.. rig 
24-28-12, A. Parks, Natl. Ref. Co. 8.. drg 17-26-16, ss — Progressive Oil 21-18-12, W. Brown, Big Jack Of! Co. 3.. rig 10-14-18, FB. Callahan, Dominion Of) Co. 1 drg 
32-26-13, Keifer, Rice Creek Oil Co. 7.. dra BR iccewheeeesehnee ese se drg 28-18-12, A. Littlehead, Soring O11 Co, 21 drg 34-15-18, J. Spaulding, Dominion O11 Co. 
—. 17-26-16, uM “Claggett, Progressive Oi! 22-18-12, A. Littlehead. Sortng Oi! Co. 22 a 5 Rae ep chk oe se ME Oa aNd Bi Sects g 
Wella drilling........ccccccccvecs 31 6; CER ci vscevenetammecnses aes rg 28-18-.2, H. Barnev, Barnes Of! Co. 8.. drg 12-14-17, - Washington, Smith & Kemp 
RIE. gs su vcuseveceperytssveresve 2 17-28-16, A. Claggett, Fern Of] Co. 6.. drg 28-18-12, L. Edwards, Rarnes Of! Co, 22 I. SOR RECA ore ae nes rig 
Hogshooter District. 18-26-16, Collier, Delaware Dev. Co. 6.. drg 27-18-12, Perryman, Knight & Co, 1..sand 18-14-17, R. Washington, Smith & Kemp | 
21-26-14, A. Morris, Jane Oil Co. 1.... Grg 14-25-16, Hall, Kathryn Oil Co. 2...... drg 35-18-12, Perryman, Barnes Oil Co. 1... drg R wosyan ewok SE PR rig 
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STANDARD OIL CO. 


OF LOUISIANA 


General Sales Offices, 








New Orleans 








REFINERY, BATON ROUGE 


PETROLEUM PRODUCTS 


ALSO 








New Perfection Wick Blue Flame Oil Cook Stoves 


The Perfection Smokeless Oil Heater 


The Famous Rayo Lamps, Burners, Wicks, Etc. 














Large Storage Tanks, Car Tanks, Oil Refinery Work 


We Carry in Stock 55,000, 37,500 and 35,000-Barrel Tanks, and Can Make Immediate Shipment 























| Cylinder Heads 
| Storage Flanged 
Tanks and 
Self-Supporting: Dished 
Steel Light 
Stacks and Heavy 
Stills Plate Work 
Condensers of all 
Agitators Descriptions 
meine Write | 
Pipes a ate ick emi tee for | 
Boilers ee nee ve a = — = Prices | 

















The Standard Boiler and Plate Iron Co. 


C. B. FARQUHARSON, Agt. 
Tulsa, Okla. 


Main Offices and Works at 


Pittsburg Office, 610 Commonwealth Bldg. NILES, OHIO 
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14-16 17, > 


12-14-17, B. 
12-14-17, B. 
15-14-17, S. 
10-14-18, T. 
34-15-18, . 


Washington, Smith & Kemp " 


McKellop, Vigilant Oil Co. 1 drg 
McKellop, Vigilant Oil Co. 2 drg 
Hargo, M. E. Moore & Co, 1 rig 
Barnett, Jolly Gertz Oil Co. 1 drg 
Perryman, Culp & Galbreath 
.o2obb 545056500550 )000 00" 26 drg 
32-14-18, s. M. Blackstone, C. A. Weil 1 drg 
31-14-18, S. er Blackstone, Weil Oil 
Co. 


Block 27, R. inna Hickory Oil Co. 1. 
27-15-18, — py Madison & Paulha- 
$7-15-18, J. Garvin, Madison and Paul- 
ee da 
16-14-18, M. Robinson, McPherson Bros, 
GS nonce seo 5000s cn ee seen evene 
18-14-18, A. Sango, Beasley & Co. 1..... 
21-14-19, a. Barricklow & Dun- 











Wells Graling...ccecccccccccvcccce 26 
RIBS dcccwccewssencssvccevececece 10 
Wainwright District. 
14-13-16, Collins, Frank Brick Co. 1.... rig 
8-13-16, C. Jackson, McClain & Co. 1.. drg 
27-13-15, Hutton, Hecla Oil Co. 1...... drg 
9-11-16, Horseshoe Oil Co. 1........... drg 
Wells drilling 3 
BRAGS co wccwvewewcerecsccsesceccse» 1 
Miscellaneous. 
23-5-7, Thompson, Crossman, Hubbell & 
RRR: Ba vcccscesesesonccsenes 


rg 
34-9-13, Black & Fitzgerald (Hanna) 1 drg 
18-7-8, Wewoka Realty Co., Wewoka 6.. drg 
Ada, Pontotoc Co.—Ada O. & G. Co. 2...1400 
Idabel, McCurtain Co.—J. Frey 1 
Durant, Bryan Co.—Bryan O. & G. Co. 1 drg 
Poteau—Poteau O. & G. Co. 1 
Waurika, Jefferson Co.—Myers, Sunshine 

.@) 


Comanche—George Reed 1........+++--++ 
Alva, a Co.—Alva Deep Well ” 


Law nen MESS “Co. 6 : : 
Sallisaw—Strum & Co. 
Wheeler, ~ ped Co.—Santa Fe Railway r 




















cheb etbebibesbase pe wue ne rg 
Wheeler, Carter Co.—Santa Fe Railway 
Kh bb ese 6605046066405 %005 drg 
Wells Grilling......cccseeeseeeees 15 
KANSAS. 
Completions—Allen County. 
9-25- “ag — Portland G. & 
iendbbbeseeseedtneneceews'es gas 
36-26- 1, Scanion, Portland G. & P. L. ‘ 
ate nba ehs sons Neeeuy ry 
Runblast, Portheah G. & P. L. Co. 5. gas 
Peterson, Portland G. & P. L. Co. aes dry 
31-26-18, Kinsley, Gas Belt & Fuel 1.... gas 
34-26-18, Hobart, Gas Belt & Fuel 3.. gas 
34-26-18, Hobart, Gas Belt & Fuel 4.... gas 
23-26-19, J. Cashion, Kansas Nat. Gas 1. gas 
26-29-19, ~ H. Barnett, Kansas Nat. Gas 
-benckeakds aabhs neePane sues gas 
31-26-19, Wistors. Kan. Nat. Gas 5. gas 
25-26-18, Hetlinger, Fisher & Co. {tee dry 
Well completed.......-.-+eeeeeeee 11 
GRE cccccccscconccovececenenscces 8 
Dy cccccccccccccccsccesccccscccs 3 
Neosho County. 
28-27-19, Parren, Gas Belt & Fuel 2. gas 
28-27-19, Parren, Gas Belt & Fuel 3. gas 
24-27-19, Holberg, Cambern & Co. 3. gas 
24-27-19, Carson, Cambern & Co. 1.....-. gas 
Chanute town lot, D. H. Fisher 6...... dry 
31-27-18, H. C. Todd, L. H. Fisher 1.. gas 
17-27-28, Sergeant, Chanute Smelter 1.. gas 
Wells completed........--++++-0% 7 
GOD ocvvovcvcccesepesenseens 6 
Dy .cccccccccccccccccccscosccece 1 
Wilson County. 
22-29-15, Richey, Fredonia Gas Co. 2.. gas 
13-20-17, Arthur, Granby Smelter 2.... dry 
13-20-17, Hass, Granby Smelter 2...... as 
17-30-17, Blakeslee, Granby Smelter 5.. gas 
16-30-16, Winter, Allen & Co. 1........ 10 
13-30-17, Hare Prairie O. & G. Co. 3.. gas 
22-27-16, Cain, Scott & Jones Bros 3.. gas 

2-27-16, Ellerson, S. S. Osborn 4...... gas 
21-29-15, C. Ehrlich, Kansas Nat. Gas 3 dry 
22-29-16, G. W. Johnson, Kan. Nat. Gas 1 dry 
26-29-14, W. Koch, Kansas Nat. Gas 1.. dry 
19-30-17, L. M. Graves, Kan. Nat. Gas 2 gas 
30-30-17, Fee, Edgar Zine Co. 1......- dry 
30-30-17, Fee, Edgar Zinc Co. 2.......-- dry 

Wells completed ........-. ss arte - 
Production ...-.eeeceeeccceecceee 10 
GOB cccccccccccccccccocessccccecs 7 
DET ccccsviccovesvcccosesccvvenve 6 
Montgomery County. 

1-34-15, Fee, Peoples Gas Co. 2.....-. gas 
2-34-15, M. Jones, Kan. Nat. Gas 3.. gas 
24-23-15, Wingard, Kan. Nat. Gas 5.... . dry 
12-34-15, M. W. Allen, Peoples Gas 2.. gas 
12-34-15, M. W. Allen, Peoples Gas 3. gas 
11-34-15, McFadden, American Zinc Co. 9 gas 
15-21-17, Andrews, Cherryvale Gas Co. 2. gas 
15-31-17, Andrews, Cherryvale Gas Co. 3 gas 
15-31-17, Andrews, Cherryvale Gas Co. 4. gas 
Cherryvale lot, Cherryvale Gas Co. 2.. gas 
Cherryvale lot, Cherryvale Gas Co. 3.. gas 
33-33-14. Stonecypher, Amherst Oil Co. 5 10 

Wells completed.......---++++++55 12 
Production ....---eeeeeereeeeeeee 10 
RO ccccocecdcdnosenescencesenees 7 
DT Coco pred on ecce bere recs evens e® 
Chautauqua County. ™ 


1-35-11, H. C. Crane, Sedan Dev. Co. 2. 
32-33-11, A. Casement, Denman Bros. 2. 100 
22-34-12, Harvey, Interstate O. & G. Co. 5 15 


Wells completed 

Production 
Cowley County. 

Arkansas City—H. Amos, Wichita Nat. | 


ot 
a 
ow 





RIGS AND DRILLING WELLS. 





Allen County. 
31-26-18, Kinsley, Gas Belt & Fuel 2.. drg 
22-26-20, Jordan, C. B. Amyx 4...... drg 














36-26-19, Westberg, F. A. Bogart 4.... drg 
25-26-18, Monarch Cement Co. 4...... . are 
Marks, Portland G. & P. L. Co. 2.... drg 
WE GUAR ccccewessccccccccs ° 5 
Neosho County. 
27-28-19, Parren, Gas Belt & Fuel 3.... arg 
13-27-17, Dailey, D. H. Fisher 1..... . drg 
Pomeroy, Chanute Refining Co. 9 ...... drg 
We i cedbbccascuectsccccce 3 
Wilson County, 
22-29-15, Richey, Fredonia Gas Co, .. drg 
23-27-16, Yorke, Fowler & McIntyre 6.. drg 
22-27-16, Cain, Scott & Jones Bros. 4.. drg 
2-29-15, J. Sutcliffe, Kan. Nat. Gas 1.. drg 
30-30-17, Smalley, Granby Smelter 2.... drg 
21-30-15, Mitchell, Granby Smelter 1.... drg 
13-30-17, Hare, Prairie O. & G. Co. 4.... arg 
boot eee eer es ° 7 


Montgomery County. 

1-34-15, T. B. Heckert, Kan. Nat. Gas 4 drg 
12-34-15, Kasigan Gas Co. 3 drg 
11-34-15, McFadden, American Zinc Co. 8 drg 
15-31-17, Andrews, Cherryvale Gas Co. 5 drg 
33-33-14, Stonecypher, Amherst Oil Co.6 drg 
35-33-14, A. G. Berry, J. D. Hazlitt 56.... drg 





Wells drilling 
Chautauqua County. 

22-34-12, Oakes, Interstate O. & G. Co. 6 drg 

32-33-11, A. Casement, Denman Bros 3.. drg 

1-35-11, H. C. Crane, Sedan Dev. Co. 3 drg 

5-34-11, Copple, Sedan Dev. Co. 1...... rig 

32-33-15. A. Casement, Noble & Coulter,3 drg 


7-33-11, Floyd, Noble & Coulter 1.... drg 
bod ee | Sra fe ane eer re 5 
ar ee 1 

Elk County. 

Moline, Moline D. & D. Co. 1.......... drg 

Poi) ei ceses 1 
Miscellaneous. 

Eldorado, Pickett Bros, 1............0. drg 

New Albany, Blinn, Kan. O. & Ref. Co. 1 are 
re GR wk cae keneeessccccces 2 





NORTHWEST LOUISIANA. 





May Summary. 
Comp. Prod. Dry Gas Rig Drg. To’l 


rere 15 10,125 2 4 18 82 656 
a eer 21 3,295 6 8 18 28 46 
Difference. 6 6,830 4 4 oe 4 ar 


Decrease ‘in completed wells, 6. 
Increase in new production, 6,830 bbls. 
Decrease in dry holes, 4. 
Decrease in gas wells, 
Rigs, same, 

Increase in drilling wells, 4. 

Net increase in new work, 4. 
Average of May welis, 1,125 bbls, 
Average of April wells, 470 bbls. 


4 





The most interesting place just now 
west of the Mississippi river is the 
development at Caddo, Northwestern 
Louisiana, and Northeast Texas, which 
bears all the marks of an important 
oil field, 10,000 bbl. wells showing oil 
equal to the high-grade Pennsylvania 
crude. If the field develops an area 
of any extent the trade must reckon with 
it seriously. In May there were 15 
completions in Caddo, 4 gas and 2 dry, 
the new production was 10,125 bbls. and 
18 rigs and 32 drilling wells are re- 
norted, an average per well of more 
than 1,000 bbls. This is an increase of 
about 7,000 bbls. and a slight increase in 
new work. The old part of the field, 
where oil and gas are found at various 
depths, is rather quiet, except in the 
shallow sand area east of Vivian, the 
extreme northeastern part of the field, 
where two wells showing for 500 bbls. 
have added new interest. The new deep 
sand development, on both sides of the 
state line, is still something of a prob- 
lem, as none of the wells has been 
drilled through the sand and its staying 
qualities an~ the water are still matters 
for conjecture. The two best wells, 
95 feet apart, have acted irregularly, 
rising and falline alternatelv from 2,000 
to 11,000 bbls. each. Jeems Bayou and 
Lake Caddo form a rather arbitrary 
line, west of which appears the rich and 
regular formation which furnishes the 
recent gushers that have disturbed 
trade conditions, while east of the bayou 
and south of the lake the formations 
are badly broken and very erratic in 
nerformance. 

Caddo Parish Completions. 


27-21-16, : es Board, Producers Oil Co. 
Sten, tenis aca Paani Oil Co. 
tibihtstasseeanbcn ee knees dry 
27-21-16, Stiles, Trees Oil Co. 9........1500 
7-21-15, Huckaby, Producers Oil Co. 1.. gas 
23-22-15, Levee Board, ee — Co. aoa 100 
30-22-15, Barr, Sun Co. 8.....ccc00. coe 50 
30-22-15, Barr, Sun Co. 4.........0- ~- 265 
26-22-15, Worley, Busch-Everett 1. gas 
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34-21-16, Levee Board, Gulf Ref noel i... ay 






4-20-15, Fee, Lucy Oil Co. 1. soe See 
16-20-15, Fee, Lousiana Gas Co. sg. sesees gas 
29-22-15, Bailey, Vivian Oil Co. 1. oo 150 
36-22-16, Trees, Vivian Oil Co. Bete cee. 50 





30-22-15, Barr, Caddo G. & O. Co. 1.. 100 
30-22-15, Barr, Sun Company &8........ 150 

Wells completed ....... 

PREOGRCION: o.00 sc cesevsce 

SS SPP reer ere ee 
ty TRE TERT ET eT TERETE 
Rigs and Drilling Wells. 

27-21-16, Stiles, Trees Oil Co. 11...... sand 
33-21-16, Stiles, Trees Oil Co. 12...... drg 
33-21-16, Stiles, Trees Oil Co. 12........ drg 
32-21-16, Stiles, Trees Oil Co. 13........ drg 
32-21-16, Stiles, Trees Oil Co. 14........ rig 
27-21-16, Stiles, Trees Oil Co. 15........ rig 
34-21-16, Hart, Trees Oil Co. 1........ sand 
5-20-16, Rives, Gulf Refining Co. 2.... drg 
5-20-16, Stokley, Gulf Refining Co. 1.... drg 
5-20-16, Stokley, Gulf Refining Co. 2... rig 
§-20-16, Gibbs, Gulf Refining Co. 1.... drg 
5-20-16, Croom, Gulf Refining Co. 1.... rig 
5-20-16, Herold, Gulf Refining Co. 1... rig 
5-20-16, Thigpen, Gulf Refining Co. 1. rig 
33-21-16, Ray, Gulf Refining Co. 1...... rig 
10-20-15, Thatcher, Gulf Refining Co. 1.. drg 
31-20-15, Hostetter. Gulf Refining Co. 3.. drg 
Burr (Texas)—Guffey Pet. Co. 2........ sand 
Burr (Texas)—Guffeyv Pet. Co. 3........ r 


27-21-16, Levee Board, Producers Oil Co. 


Kc ecebbeweceak Gb base re knio s rig 
8-20-16, meaiames Producers Oil Co. 1 drg 
33-21-16, C. C. Hart, Producers Oil Co. 1 drg 


33-21-16. C. C. Hart, Producers Oil Co. 2. rig 
Sims (Tex.)—Producers Oil Co. 1...... drg 
Colgin (Tex.)—-Producers Oil Co. 1.... drg 
B. L. Gray (Tex.)—Producers Oil Co. 1. drg 
W. S. Grav (Tex.)—Producers Oil Co. 1.. drg 
29-22-15, Railev, Producers Oil Co. 2.... drg 
11-21-16, Harrell. Producers Oil Co. 5.. drg 
1-20-16, Guy, Busch-Everett 1........ sand 
28-91-18, Chew, Ruech-FEverett 1....... sand 
21-22-15, Pitts, Busch-Everett 3........ drg 
22-21-16, Murphv, Sun Co. 1........... sand 
BO-88-15, Barr, Ban Co. Bind. csccusess dre 
26-21-16, Levee Board, Sun Co. 1........ rig 
2k-99-18, Rlackburn, Vivian Oil Co. 1.... ri¢ 
2h-29-18. Fee, Virion Of! Mo. 1.......... rie 
33-22-15, Barr, Vivian Ofl Co. 1........ rig 
1%-20-18, Gilbert, Caddo G, & OO, Cn, &.. rie 


Potter (Tox.), Pavere OF Co 1 Au 


11-90-15, Fee, Raton Rouge Oil Co. 1.. Aare 
4-20-15, Fee, Lucy Oil Co. 2.......... arg 
Soveram, STS. 4900 C9. Do occ - 5 cewsseie drg 


33-21-16. Ninetv-Nine Pumping (Co. 1.. 





A. W. O. Hooks. (Tex.), A. Ro Rutler 1 dre 
4-20-15, Fee. Washineton O11 Co. 2.... rig 
Seven Acres (Tex.), Cheslev & Rass 1... dre 
Jefferson, Tex., Local Company 1...... drg 
PR NI os oasis cisde kedindes “99 
MEE svowe.cnn sy wee h dees ssy ea 18 
NORTH TEXAS. 
May Summary. 

Comp. Prod. Dry Gas Rie ~— To’! 
Corsicana... 11 39 1 1 3 11 
Petrolia .... 4 4 2 1 3 4 7 

i: ee 15 43 3 2 & 12 18 
Total April 16 77 4 3 8 14 22 
Difference 1 34 1 1 2 2 4 


Decrease 
Decrease 
tence se 

ecrease 


in completed wells, 1. 

in new production, 34 bbls. 
in drv holes, 1. 

in gas wells, 1. 

Decrease in rigs. 2. 

Decrease in drilling wells, 2. 

Net increase in new work, 4. 
Average Mav wells, 4 1-2 bbls. 
Average of April wells, 8% bbls. 





CENTRAL NORTH TEXAS, 


In the Corsicana-Powell district of 
Central Texas 11 completions were re- 
ported for Mav. 1 drv and 1 gas. the 
new vroduction was 39 bbls. and 3 rigs 
and 8 drilling wells are renorted. The 
John Sealy & Comnany refinery is now 
receiving. via tank cars, 2,500 bhis. a 
dav of Caddo naraffin crude and Corsi- 
cana crude was reduced from 70 to 60 
cents, the Caddo price. Several pron- 
ertiet have heen transferred in the 
Corsicana field and there may he in- 
ereased drilling. in snite of the market 
decline. which did rot affect the heavy 
oil in the Powell end of the field. 

Corsicana Districet—Ticht Oil. 


Mills No. 2, Mil's & Garittv 82.......... 2 
Walton, Houston Oi! Co. of Texas 35.... 4 
Wells completed ...osccccsccscccces 2 

it del cy oy, EE EE Te ee ee et 6 

Rigs and Drilling Wells. 

Mil'la No, 2. Mills & Garitty 38........ arg 
oe ee ee Seer eee ars dre 
Treadwell, C. C. Walton & Cn, 2........ rig 
Walton, Houston Oil Co. of Texas 36.... rig 
mee re 2 

2 


Powell—Heavy Oil. 
Witherspoon, Ind. Oil Co. & West 36.... ® 


Witherspoon, Ind. Oil Co. & West 37.. 8 
Giheon, Corsicana Pet. Co. 12.......+-. dry 
Cibson, Corsicana Pet. Co. 13........+. 5 
Hickey, Corsicana Pet. Co. 9........++. 4 
Hardy, Hardy, Halbert & Peck 12...... 8a8 
Hardy, Hardy, Halbert & Peck ia 6 
Thornton, DeArman Oil Co, 1...... I ary 









Thursday, 





Gibson, C. L. Witherspoon 6... 





Wells completed...... ee onesee.e 9 
Production .....++. Kaaieaaee . -. 838 
GOS ccsvccvesecvsece ceececeee eves 1 
Ly MPEP EE TT CRU TT Teer ORT Tye cece 1 
Rigs and Drilling Wells. 
Warren, DeArman Oil Co, 1........ . arg . 
Witherspoon, Ind. Oil Co. & West 38.... rig 
Stone, C. L. Witherspoon 22 ....ccccccee rg 
Wright, Trust Co, & Stanley 5.... drg 
Hardy, Hardy, Halbert & Peck 11...... drg 
Hardy, Hardy, Halbert & Peck 8...... drg 
Hardy, Hardy, Halbert & Peck 9........ drg 
Wrelie. MYUNG. .6 26 dee Kce canes oe be 6 
RPO ere ee Bee Poe en Pe oe 1 
———, = 


PETROLIA, CLAY COUNTY. 


Reports have been coming from Hen- 
rietta and Petrolia, Tex., for a week or 
more that a well of some kind had been 
struck in the 1,750-foot sand, the deep 
gas sand, on the C. T. Taylor land, a 
mile east of the old development in the 
shallow sand. S. A. Patterson, who $ 
has lived in the Petrolia field since it 
was opened, writes The Oil and Gas 
Journal, date of June 6, that the well 
flows 100 bbls. an hour and that the 
oil is 47 degrees, Baume. The well 
was drilled for the deep gas sand and 
after a showing appeared it was kept @) 
pretty quiet. No tankage was up and 4 
the hole was not finished until every- 
thing was ready, which probably ac- 
counts for what the layman always 
calls the ‘‘mystery.” All the oil here- 
tofore produced at Petrolia has come 
from shallow sands, from 200 to 750 
feet deep, and the production is all in 
a small area. The production report- 
ed may be high, but there is a well 
there that opens a new producing for- 
mation for oil, and the heavy gas found 
about Petrolia evidently comes from 
oil. The May field report for that dis- 
trict follows: 




















Increase in drilling wells, 70. 

Net increase in new work, 76. 

Average of Oklahoma wells, 63 1-3 bbls. 

Average of Kansas wells, 30 bbls. 

Average of Louisiana wells, 1,125. 

Average of N. Texas wells, 4 1-3 bbls. 

Average of Mid-Continent wells, May, 90 
bbls. 

rage 

bbls. 


Wells Completed. 
Lochridge, Clay Co. O. & P. L. Co. 6.... dry 
Schnell, Lone Star Gas Co, 4.......... gas bid 
Buckley, Buckley, Brock & Mitchell 13.. 4 
Buckley, Buckley, Brock & Mitchell 14.. dry 
Wells completed......... Sovreces e 4 ’ 
PFOGUCtiON .ececcecdccdsecsuscces 4 
Co TSE ETEL RET ee re oe 1 
see oe TCT ery EET eT Tere ere T 2- 
Rigs and Drilling Wells. 
Taylor, Producers Oil Co. 1..........0. dre 
Byers, Producers Oil Co. 6......... . rig 
Mosier, Producers, Oll Co... 1. .csasccccs . rig 
Fee, Wichita Falls B. & T. Co, 1..... . are 
Fee, Wichita Gas Co. 1......seeeeseees drg 
Boody & Wantland, Lone Star Gas Co. 1 “— 
Cf. 0 See rs 3 
MRRMEUE Sica'oxc ase cease u.sh. 9 0 Lv 0 1s te Se wip cee a 3 
RECAPITULATION. 
Comp. Prod. Dry Gas Rig Drg. To’l 
Ch’kee, d.s. 126 4,640 5 10 10107 117 
Ch’kee, s.s. 164 5,702 18 1 »» 108 108 ; 
Osage Res, 24 2,785 3 6 13 19 a 
oo ae 82 8,405 15 56 49 95 144 
Clevel'd ete. 4 220 : ee 1 3 4 
Miscel, . 7 4 S$ 2. co 48 a) ( 
Ap PS See 11 10,950 2 4 18 32 60 4 
N. Texas... 15 48 3 2 6 12 18 
Total... 433 32,803 49 23 90 385 475 
Total Apr. 384 22,869 47 23 84 315 399 
Dif’nce.. 49 9,936 2 6 70 76 
GRAND TOTAL.  ] ( 
Oklahoma 407 21,810 44 17 66 341 407 
Kansas .... 47 170 11 31 2 28 30 
N. La..0s0s 15 10,125 2 4 18 32 50 
N. Texas.. 15 48 3 2 6 12 18 
Total.... 484 32,208 60 654 92 413 505 
Total Apr. 424 22,364 59,50 86 343 429 ° —_ 
Dif’nce ..60 9,846 1 4 6 70 | 
Increase in wells completed, 60. 
Increase in new production, 9,846 bbls. 
Increase in dry holes, 1. ~ | 
Increase in gas wells, 4. | 
Increase in rigs, 6. 







of Mid-Continent wells, April, 73 
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May Production and Stocks. 

LOS ANGELES, June13.—(Special.)— 
Incon:plete figures for May skow that 
the output was approximately 6,850,- 
C00 bbis., against 6,623,000 in April. 
The increase is due chiefly to the extra 
day in May. The daily average, how- 
ever, was increased between 3,00 and 5,- 
000 bblis., the largest part of this coming 
from the Palmer’s second gusher in 
Cat Canyon, which came in after the 
middle of the month. If it continues 
it will add much more to the June 
average. 

Partial reports from the five princi- 
pal producing districts are as follows: 
Coalinga, 1,600,000 bbls.; Kern River, 
1,050,000 bbls.; Maricopa-Sunset, 1,- 
700,000 bbls.; Midway, 705,000 bbis.; 
McKittrick, 430,000 bblis., a total of 
5,485,000 bbis., an increase of 372,439 
bbls. in May over April. If the coast 
and southern fields maintain their April 
rate, or even have a small decrease, 
the May increase will bring the 
month’s production up to 709,000 bbis., 
the April production being 6,623,836 
bbis. 

A careful canvass of the state show- 
ed a total visible supply above ground 
in the hands of producers and market- 
ing companies, on April 30, of 22,944,- 
000 bbis.; by May 31 this had been in- 
creased probably a_ million, as the 
Lakeview has not abated its enormous 
output by a single barrel, and the wells 
have been steadily coming in. The 
Standard will build seven additional 
500,000-bbl. earthen reservoirs at Kern 
river which will make its total storage 
capacity close to 19,000,000 barrels in 
that field. 

Another Gusher. 

The Arnerican Oilfields has just ad- 
ded a third well, in section 36, Midway. 
It has come in flowing and is declared 
by the company te yield at present 10,- 
000 bbls. a day. The total output of 
the section at this date is asserted tu 
be 17,000 barrels. The other wells, 
while they are much smaller, have hela 
up their production very well and this 
rouses speculation as to how the third 
will last. Usually wells that come in 
at a 10,000-bbl. clip stop before they 
have produced anything like this 
amount and very few indeed keep it 
up more than a few days at such arate 
as this, though some continue to flow 
for long periods, yielding huge amounts. 
The record of the Lakeview, which is 
still producing over 40,000 bbls. a day, 
after more than three months, makes 
people more inclined to look for steady 
gushers than before. This last well is 
some three miles north of the Lake- 
view and between the two are quite a 
number of other big flowing wells, in- 
cluding the Standard’s gushers on the 
Flat. In fact, this entire territory is 
considered gusher ground. The Union 
recently brought in a _ good flowing 
well on the Regal lease, south of the 
American Oilfields. 

More Pending Sales. 


Sales sre reported to be pending of 
the Monte Cristo properties at Kern 
River and Sunset and of the Twenty- 
five ir Midway to British capitalists, 
price in each case said to be about $2,- 
600.000. The Rothchilds are popularly 
credited with backing the big English 
purchases and it is said that supplying 
fuel to the British navy is one of the 
principal reasons for the move. 

The Monte Cristo has 160 acres on 
5-29-28, Kern River, in a high state of 
development, and 160 acres On 1-11-24, 
Sunset, with about 20 flowing wells, and 
an output of 50,009 bbls. monthly, sold 
to the Standard under contract, price 
supposed to be abcut 50 cents. It re- 
cently sold 640 acres at Midway to the 
American Oilfields for about $1,250,- 
000. 


The Twenty-five has 


220 acres on 


25-32-23, Midway, the famous “Twenty- 
five hill,” the heart of the great district. 
Its oil is contracted to the Associated 
at 50 cents, 
Land Legislation. 

Telegraphic advices from the Cali- 
fornia committeemen in Washington 
give the text of a substitute just in- 
troduced for the Pickett bill just in- 
troduced. This provides that those 
who located and commenced develop- 
ment upon lands prior to September 
27 last, when the withdrawal order was 
issued, shall be protected and have 
prior claims, but does not provide for 
those who commenced since and in 
defiance of the order. The Californi- 
ans have been given to understand 
that either this bill will be passed or 
there will be no oil land legislation 
this session. Chairman O’Donnell of 
the committe has wired asking all pro- 
ducers to wire him their opinions on 
this question whether they prefer the 
amended Pickett bill or no change in 
existing laws. Conghkessman Smith, 
of Bakersfield, whose district con- 
tains over 60 per cent of the oil pro- 
duction, has expressed himself as dis- 
satisfied with both the bill and the 
substitute, but has said that he will 
act in accordance with what is shown 
to be the sentiment of oil producers. 


The Agencies Action. 

LOS ANGELES, June 13.—(Special.) 
—To secure the membership in the 
Agency of the American Petroleum 
and the American Oilfields, a mini- 
mum price of 50 cents has been guar- 
anteed these companies for a minimum 
delivery of 250,000 bbls. every three 
months; to the Nevada Petroleum 
Company has heen guaranteed 50 cents 
for not less than 5,000 bbls. a day; to 
the California Coalinga not less than 
45 cents for 2,000 bbls. daily. This was 
announced at the adjourned meeting 
at Bakersfield on the 27th. No other 
companies are guaranteed any specified 
amount. This action, however, was 
agreed to by representatives of all 
companies present because of the large 
production controlled by these com- 
panies, ‘which otherwise might be 
thrown upon the market in such a way 
as to demoralize prices and also be- 
cause, it is stated, of the advantages 
derived from their membership in other 
ways. These advantages, it is known, 
consist partly of the large c.pital 
which BE. L, Doheny, of the American 
Oilfields and the American Petroleum, 
brings in and intends to use in the 
construction, with other members, of 
the California-Arizona pipe line, and 
on account of the position of the Ne- 
vada Petroleum’s owners as large con- 
sumers and capitalists. 

For April, members of the Agencies 
received 41% cents per barrel, the 
smallest yet obtained since they enter- 
ed the market as sellers to consumers. 

The Producers Transportation Com- 
pany has bought 300 acres at San Luis 
Obispo, ten miles from Port Harford, 
and will start at once to build sixty 
55,000-bbl. steel tanks, already con- 
tracted for, and three 1,000,000-bbl. 
earthen reservoirs, cemented to pre- 
vent seepage. At Santa Margarita, 
eighteen miles from San Luis Obispo, 
twelve 55,000-bbl. tanks wiil be erected, 
six of which are on the ground. Three 
tanks are placed at Port Harford, and 
six more are to be put in. The price 
of the tanks is figured at $10,000 each, 
and the reservoirs will cost an equiva- 
lent of 16 cents for each barrel of ca- 
pacity. This makes a total of 4,455,- 
000 bbls, steel] storage and 3,000,090 
bbls. of earthen, a total of 7,455,000 
bbls. For lack of storage the pipe 
line has never worked to its full ca- 
pacity of 28,000 bbls. a day. Oil is be- 
ing shipped out of Port Harford as fast 
as steamers can make the round trip 
to and from points of delivery. 

Members in the Agency wil! soon 
organize a separate company to build 
and maintain storage, as many pro- 
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This company will take over from the 
Producers Transportation Company 
6,500,000 bbls. of storage and will 
make a less charge at the rate of one 
cent a barrel per month. The Agency’s 
surplus is 1,000,000 bbls. a month, and 
through this new company it is intend- 
ed to collect and store 10,000,000 bbls., 
if production reaches such a figure, to 
be held for new markets, on the theory 
that only with huge visible stocks 
will it be possible to do business on 
the scale needed to dispose of the pro- 
duction in new markets, such as the 
railroads of the northwest, the Orient, 
Spanish America and the United 
States navy. 

The Union is itself providing storage 
for the Lakeview’s output, realizing 
that to have to handle all the gusher’s 
output at once would swamp the 
Agency’s present facilities. At pres- 
ent all oil, except the Lakeview’s, is 
being taken by the Agency and credit 
given therefor while in sump holes or 
as it comes from the wells. 

Loans on Storage. 

Within the next thirty days the ex- 
ecutive committe of the Agencey hopes 
to have a plan matured by which cer- 
tificates ‘will be issued on oil in storage 
which will be accepted by the banks 
for cash loans so that companies will 
be able to get immediate funds for 
work, regardless of immediate sales. 
One question that must come up is that 
of so arranging matters that it will be 
impossible for holders of these certifi- 
eates to foreclose on the oil and force 
it on the market or take possession of 
it. On the other hand, the banks will 
have to be so placed that they will get 
the benefit of this security. Officers of 
the Agency express themselves con- 
fident that a means will be found to 
adjust the matter. Some three years 
ago it was proposed by one of the 
Agencies’ officers that the two organi- 
zations, now merged, should establish 
a bank of their own, raising the nec- 
essary capital by a tax of three cents 
a barrel on all the oil. Had this been 
done there ‘would now be a fund of 
$300,000 available. The bank would 
aim to do a general business, besides 
eatering to all of the Agencies, the fi- 
nancing of their projects, such as the 
Producers Transportation Company, 
the storage loans, as well as a general 
banking business. The plan was dis- 
cussed to a limited extent. but the 
matter was not pressing at the time 
and no great interest was aroused, and 
it has not been brought up since that 
time. 





At the meeting President St, Clair 
announced that all low-priced con- 
tracts will expire during this year. No 
definite promise of increased prices 


was given, but it is known that 
several good contracts have been 
made recently. Deliveries on low- 


priced contracts are heaviest in the 
summer so that no immediate advance 
is looked for. Mr. St. Clair advised 
that no curtailment of production was 
essential, hoiding in mind that the con- 
cern with the biggest storage was in 
the best position to do business with 
new big consumption. 

Storage arranged fer will accomodate 
all that is meeded. The Agency’s 
stocks amounted to 3,349,000 barrels 
and this has since increased steadily 
every day. Notwithstanding this fact, 
the Union has shut down all develop- 
ment at Coalinga, has laid off crews at 
Fullerton and is starting no new oOp- 
erations. 

The combined Agency will be known 
as the California Independent Oil Pro- 
ducers Agency. The executiva com- 
mittee was given practically unlimit- 
ed powers to carry on all 
business. This was on account of the 
extreme difficulty of getting a quorum 
of 150 directors, the present number. 
L. P. St. Clair was chosen president, 


Thursday, 


ducers to take stock as may desire. S. W. Morehead, former president of 


the Coalinga Agency, vice-president; 
W. B. Robb, secretary of the Bakers- 
field Agency, secretary; H. H. Welch, 
treasurer of the Coalinga Agency, 
treasurer. A. B. FA. 


Southern Fields. 

The Union’s Bastanchury No. 1, Ful- 
lerton, has failed to come into the 
gusher class; it is pumping about 100 
bbls. No other important develop- 
ments are reported from the Fullerton 
field. The Graham & Loftis well in 
the La Habra valley is continuing the 
struggle to shut off the water at 4,200 
feet, so far without success. In the 
Coyotes, the Whittier-Des Moines, at 
about 2,700 feet, is having consider- 
able difficulty with the casing. At 
Whittier, the Canadian Pacific has 
just leased 40 acres, with the privilege 
to purchase, and started the first well. 


San Joaquin Valley. 

The Kern county Board of Trade has 
started a petition for a first-class wagon 
and automobile road from Bakersfield 
to Sunset and Midway fields, most of 
the money to be raised by popular 
subscription. It is estimated that 
$25,000 will do the work, except about 
ten miles nearest Bakersfield, which 
the county supervisors will be asked 
to improve. The plan was proposed by 
Fred Hall, manager of the Visalia-Mid- 
way Oil Company. Tne road will run 
from Bakersfield north of Buena Vista 
lake to about a mile southeast of the 
Standard’s tanks north of Taft, there 
branching to Fellowes and McKittrick 
northwest and to Taft and Maricopa 
south-vest. At present the roads are in 
very bad shape, and so much of the oil 
land igs unpatented that the taxes col- 
lected for highways are entirely in- 
sufficient. The Standard, Associateé 
and the Santa Fe railroad have sig 
nified their willingness’ to assist. 

On 36-31-22 the American Oilfields 
has brought in its No. 72 in the first 
sand at 1085 feet and it flows like an 
artesian well, 32 eravity. The com- 
pany states that it is yielding 4,700 
bbls. a day and that it is getting an 
average of 7,000 bbls. daily from four 
wells and has stored 100,000 bbls. on 
section 36. All this will be handled by 
the Agency, which the company has 
just joined. 

The Mount Diablo has _ practically 
closed a deal for the sale of its 640 
acres, ajl of 26-22-23, Midway, for $1,- 
500,000. The purchasers are English 
people, 

The Mount Diahlo land is all owned 
in fee and leased in tracts varying 
from 20 to 160 acres, mostly on one- 


fifth royalty. The stock pays 12 per 
cent. It has never been listed on the 
exchange. The owners are chiefly 


Southern Pacific employes, capitali- 
zation is $500,000, s0 stockholders will 
get $3 a share dividends. 

Pipe Line Notes. 

The completion of the Producers’ 
pipeline and the rush of work on the 
Associated’s from Coalinga to Mc- 
Kittrick, Midway and Sunset, have 
stimulated activity in Templor and the 
Devil’s Den, through which both pass. 
The Devil’s Den Consolidated, a Vi- 
salia company that has been working 
in a desultory way for several years, 
and which encountered a bad gas blow- 
out at 1480 feet some months ago that 
filled the hole with mud and water and 
damaged the work, has resumed oper- 
ations, having obtained some new cap- 
ital in place of a number of old stock- 
holders whose funds or patience was 
exhausted. Several other companies 
are working in this section, but the un- 
certainty as to titles is keeping back 
much that would otherwise be done. 
In Templor, the Templor Ranch Oil 
Company will commence immediately 
laying a 6-inch line to connect its wells 
with the Producers’ line, a _ distance 
of four and a half miles. This com- 
pany has eleven shallow wells ranging 
from 225 to 350 feet, and the California 
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King and the Dillon, its lessees, have 
similar wells, che first three, the sec- 
ond one, 

The Miners and the D. G. W. are two 
other companies starting to drill in 
this vicinity, and the Templor Ranch 
pipe line will serve al] these. 

The Lake Shore is down 400 feet in 
Lost Hills, north of the Devil’s Den, 
and reports a hard formation and a 
thin stratum of heavy oil, also a heav- 
ing sand that is giving much trouble. 
The Union has é@ecided to sink the 
Bastanchury No, 1, at Fullerton, to a 
greater depth; it barely touched the 
sand at 4,440 feet. As it produces 
about 100 barrels at that point it is 
hoped it will show better at greater 
depth. 

New Coast Gusher. 

The Palmer’s Blochman No. 2, Cat 
Canyon, developed into a gusher on 
May 18, and is flowing 4,000 bbls. a day 
by actual measurement. The com- 
pany was entirely prepared and piped 
oil at once to storage tanks from which 
it is being taken into the lines of the 
Associated and the Union, both of 
which have contracts with the Palmer. 
The well was finished at 2,900 odd feet, 
about 200 less than No. 1, thus avvid- 
ing the terrific gas pressure which 
causes the latter to flow a few hours 
or days at most, and then sand up un- 
til its lower depths were finally cut off 
by the accident which filled the hole to 
the 2,000-foot point. 

Dome No. 2 has been finished at 
about the same depth as Blochman No. 
2 and it threatens to turn into a gush- 
er, so that preparation is being made 
to control it if it breaks loose. Without 
a doubt Cat Canyon’s production in 
May was close to, perhaps in excess 
of, 100,000 bbls. 

New Pennsylvania, in the same dis- 
trict, has finished its first well and it 
is on the pump. What it will do after 
awhile is hard to say; all wells in this 
district have first been pumped for 
awhile and then have started to flow. 
The Union’s Bell No. 3 is also on the 
pump. Cat Canyon is one of the hard- 
est fields to drill in and work here has 
been very slow. Four or five wells, 
however, are practically certain to be 
finished within the next thirty to sixty 
days. No one can tell what another 
week or even another day may bring 
forth here. 

Los Angeles people have formed a 
company to drill near Spadra, Los 
Angeles county, some twenty miles 
from any production. The site is be- 
tween Los Angeles and Pomona, 

Easterners Coming. 

John H. Galey, of Guffey & Galey, was 
in California a few weeks since and 
leased from A. M. Cates 900 acres in 
Little Sespe canyon, Ventura county, 
adjoining wells yielding 32 to 35 gravity 
oil, one-eighth royalty for 20 years. 
Depths are from 1,000 to 2,500 feet. 
Within the last two weeks the Cosmo- 
politan has brought in a well that yields 
100 to 150 bbis., 32 gravity, and flows 
like water. This well is about half a 
mile northwest of the others across a 
slight ridge, thus proving new territory 
which adjoins the Guffey & Galey lease. 

Ventura County. 

The Bard’s deep well in Santa Paula 
canyon is a distinct disappointment At 
2,670 feet it has a light showing but the 
quantity is so small that it cannot be 
profitable and the hole is in such shape 
that it is considered impossible to go 
deeper with it. A last effort is being 
made to make a well, but the hope is 
slight; the lower sand will be aban- 
doned and the heavy oil pumped from 
the first sand at 830 feet, at which 
point about 100 bbls. shows. Five new 
wells will be on the pump shortly and 
three rigs are up. Negotiations are on 
with the Union to extend its pipe line 
to the property; if these fail the com- 
pany will build its own pipe line to 
Santa Paula and probably utilize the 
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site bought about a year ago to put up 
an asphalt refinery. 

Lapp & Gifford have completed a 
1,400-foot well in Grimes canyon, 
Bardsdale, near Fillmore, Ventura 
county, which they say yields a good 


- quantity, 30 gravity; other wells here 


are mostly 800 to 1,000 feet but showing 
a much lower grade. The Lapp & Gif- 
ford lease is 80 acres from the Union, 
which has first call on the output at 
market prices, now ranging between $1 
and $1.25 in Los Angeles, from which, 
of course, freight must be deducted. 
English Investments, 

LOS ANGELES, June 13.—(Special.) 
—British capital to the extent of some 
$15,000,000 has been invested or has 
been seeking investment in California 
during the last sixty days. With other 
British investments made during the 
past year the whole will run to $10,000- 
000 or thereabouts. Who it is that is 
making these investments, whether a 
single group of British financiers or 
several combinations, it is impossible 
to learn. Current report says that it is 
the Rothchilds. What foundation there 
may be for this idea no one here ap- 
pears to know. The first of recent 
deals was the purchase of the Imperial 
and Thirty-three properties in Kern 
River for $5,000,000; then there were a 
number of minor purchases in the Mid- 
way. Within the last thirty days W. 
M. Graham, manager of the California 
Oldfields, limited, at Coalinga, and 
English associates have bought the 
Equitable’s 160 acres, section 14, where 
a well has been completed which flows 
whenever uncapped. The price was 
$1,250 per acre. The English attempt 
to buy the Pinal at Santa Maria for 
$1,500,00 failed. On May 16 announce- 
ment was made of the purchase of the 
W. K. and Turner properties, 325 acres 
each, all of section 2-20-15, at Coalinga, 
by an English syndicate for $5,000,000. 
Located at the extreme southeast point 
of development they produce a fine light 
refining petroleum similar to the best 
of that of the California Oilfields, 
limited. The W. K. has a number of 
completed wells flowing, and the Turner 
has one. This purchase, however, is 
temporarily blocked by Capt. John 
Barneson of San Francisco, a stock- 
holder in the W. K., who has obtained 
an injunction on the ground that the 
directors have failed to consult the 
stockholders. He alleges that he had 
an offer of $225,000 more for the W. K. 
and was refused an option, while one 
was given to representatives of the 
English syndicate. Captain Barneson’s 
offer, it is understood, did not include 
the Turner. Many of the stockholders 
in the two are the same. The case 
comes up in the Superior Court at San 
Francisco. 

Through Joseph Kirkham, ofi Los 
Angeles, an English syndicate is ne- 
gotiating to buy the Central’s 2,250 
acres at Whittier for $3,000,000, This 
property is capitalized for $1,000,000, 
so that if the deal goes through the 
shareholders will get $3 a share, less 
broker’s commission. It has already 
paid considerably over $600,000 and is 
now paying 15 per cent at par. The 
land is owned in fee. Development is 
confined to the south end, except a test 
well which was drilled about the center 
of the land and which the management 
says found oil but was spoiled through 
accidents in drilling. Within the last 
year deep drilling has opened a lower 
formation, the oil testing 29 gravity, 
which sells for $1.15 and is much sought 
by refiners. The older shallow wells 
yield 18 to 22 gravity. The Central’s 
holdings comprise about one-half of the 
Whittier field proper. 

A number of other English negotia- 
tions for properties in different sections 
are under way. The enormous dis- 
bursements of the Limited at Coalinga 
have been the means of attracting 
Englishmen to this state. Accustomed 
as they are to 3, 4 and 5 per cent 
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payments, such dividends as 30, 35 and 
40 per cent paid by the Limited have 
aroused the greatest interest in Great 
Britain. 

The Limited’s annual report shows 
1909 profits to have been £177,273, 5d, 
compared with £155,439 1s 2d in 1908. 
A 10 per cent dividend was paid last 
October, not subject to the income tax. 
Debentures of £20,000 were redeemed, 
making a total redemption to Decem- 
ber 31 last of £40,000, and £2).600 
transferred to the reserve account, thus 
increasing its credit £70,000 and pay- 
ing a further dividend of 25 per vent 
which was subject to the income tax. 
These appropriations left a balance of 
£25,734 9s 9d to carry forward, against 
£22,628 2s 8d for 1908. Operating 
profit for 1909 was about £23,000 more 
than for 1908 and production nearly 
815,000 bbls. greater. The productivn 
increase represented a _ substantially 
larger net value than the operating 
profit increase. When the 1908 account 
was made up a net increase of produc- 
tion was anticipated in 1909 and an ac. 
count was carried forward in equip- 
ment and development which, under 
previous practice,, would have been 
written off the 1908 accounts. The gen- 
eral expenditure in 1908 was also rela- 
tively larger than in previous years. 
The property was stated to be in a very 
satisfactory condition; the new head- 
quarters had proven convenient, and 2 
communication was read from a Penn- 
sylvania oil man who visited the place 
during the year. He declared the em- 
ployes were as competent a force as any 
in California, the camp the finest in the 
United States and perhaps in the world; 
especially commended the erection of 4 
recreation and reading room and the 
policy of securing married men as drill. 
ers, as they are more apt to stay, thus 
avoiding constant changes. He also 
spoke very highly of the company’s 
engineering department and the system 
employed in ordering supplies. On 
December 31, 1908, 73 wells were pro- 
ducing, since increased to 82; 16 were 
drilling and under repair; 2 of the 
earliest wells had been abandoned. 
They were comparatively shallow and 
nearer than usual to the other wells; 
their life had been about five and seven 
years respectively. Production for 1909 
was 4,378,464.04 bbls.; 1908, 3,563,678.77 


bbls.; 1907, 3,842,942.44 bbls.; 1906, 
2,512,654.58 bbls, and the output is 
being well maintained. Stockholders 


were informed that productive wells 
have been drilled on adjoining land near 
their boundaries which indicate the 
probable productivity of unproven prop- 
erties acquired three years ago. Con- 
fidence in the future was expressed, 
consumption declared to be on the in- 
crease and exports becoming a very im- 
portant item. In answer to questions 
of two stockholders, Chairman Robert 
Balfour said the directors declined to 
make public the price received by the 
company, on the ground that it might 
hurt the busines. 
A. R. #. 





ANOTHER CORRESPONDENT. 





Producers Pipe Line. 

LOS ANGELES, June 13.—(Special.) 
—Officials of the Producers Transpor- 
tation Company have given out the in- 
formation that this company will par- 
allel its pipe line from the fields to the 
coast and that the work has already 
started. They are putting in addition- 
al pumps on the lines south of Coalinga 
and perfecting arrangements as rapid- 
ly as possible in order to accomodate 
the strenuous demands being made upon 
them for removal of rapidly increasing 
production. 

Both the Standard and Associated 
pipe lines are being rushed with due 
haste, and everybody is encouraged with 
the thought that every possible effort is 
being put forward to relieve the con- 
gested condition as it now stands. 


Thursday, 


It was reported in San Francisco last 
week the Turner and W. K. Oil com- 
panies had been purchased by New 
York capitalists at a price of $4,500,000, 
and that a large payment had been 
placed in escrow. The companies con- 
trol some 600 acres in the Coalinga 
fields, and have a large number of pro- 
ducing wells. The properties are con- 
trolled by Herbertand Mortimer Fleisch- 
bacher, S. B. Pauson and Hinkle Bros., 
of San Francisco. 

British capital has always had a 
hankering for California oil property; 
possibly through the successful manage. 
ment of the California Oilfields, Lt’d., 
and other English companies who have 
operated at Coalinga, where they have 
had phenomena] success. They con- 
trol large tracts of territory in the East 
Side field, all of which is generally prov- 
en land. There have been rumors afloat 
for some time that many of the best oi} 
leases in the state are being considerea 
in the interest of a syndicate of English 
financiers, and it is no secret that the 
Mascot Oil Company, with a lease of 
160 acres in section 26 of the Midway 
—one of the largest long-time produc- 
ers in the field—has turned down an 
offer running up into the millions. They 
may land something yet, for it is well 
known that their agents are still on the 
skirmish line. 

McKittrick Fields, 


The New Pennsylvania Oil Company 
is finishing up a well at 3,450 feet with 
8-inch pipe, and the West Oil Company 
is also finishing a well at 3,400 feet 
with 6-inch casing; both will be good 
producers. ‘There is no excitement in 
this field,” said Mr. Henderson, “noth. 
ing to sell; nobody after property, and 
everybody who is located here is satis- 
fied with the future outlook.” 

Graham & Loftus, who are heavy pro- 
ducers in the Fullerton field, have sold 
a limited option on all of their produc- 
ing properties in two fields. They have 
in the aggregate 973 acres, and a pro- 
duction of from 30,000 to 35,000 bbls. a 
month. It is said the option is given 
to local parties and includes only the 
producing properties outlined. They 
have large holdings that are known to 
be good proven property and they have 
been very active in their developments 
in the Fullerton field. 

The Templor district still continues 
to do much developing, although no 
transportation facilities of any account 
are yet available. The district is very 
shallow, running only a little over 300 
feet at its deepest. Large quantities 
of oil are being stored, and when mov. 
ing facilities are afforded transportation 
companies will be kept busy for a long 
time to come. 

The Santa Fe Oil Company well No. 
1, on 25-31-22, is flowing by heads at 
the rate of 1,500 bbis per day. They 
have two wells drilling in this section; 
section 26, one; section 36, Nos. 1, 2, 3 
and 8 drilling. 

Coalinga Field. 

In the Coalinga field the curtailment 
of drilling by many of the larger com- 
panies has necessarily put a quietus on 
the scene. The Traders’ Oil Company, 
which has large holdings in the Mid- 
way and Kern River fields, as well as in 
Coalinga, have decided to discontinue 
drilling operations at Coalinga, where 
they had contemplated putting down 
25 wells this season, but the lack of 
moving facilities and the prospect of 
having to build additional storage, it was 
claimed, did not look any too encour- 
aging, so it was deemed the better 
policy to discontinue production, con- 
sequently all drilling operations will 
end when the present work can be put 
in shape to do so. They will continue 
to keep up a limited amount of new 
work in the Midway. 

In marked contrast with the lack of 
effort to increase production in the older 
portion of the field is the activity now 
going forward in the Kettleman Hills 





ITE 














bod 








June 16, 1910. THE OIL AND GAS JOURNAL. 15 








Oil and Water Tanks 


Of Any Capacity 
Boilers, Stacks, Plate and Sheet tron Work 
THE PETROLEUM IRON WORKS CO. 


BRANCH OFFICES: 




















. 2 J 50 Church St,, New York City, N. Y¥ 
Main Office and Works Farmers Bank Bldg., Pittsburg, Pa. 
Pierce Bidg., St. Louis, Mo. 
SHARON PA Brown Marx Blidg., Birmingham, Ala. 
’ Bisa, Okla. 





















NER ? 


The Stancliff Screen is known as an “Oil Getter” and when you have once set a “Stancliff” Screen 
you're done. Try it in your next well and the result by the use of our strainer will talk for itself 
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CALIFORNIA. 


. May Production and Stocks, 

LOS ANGELES, June13.—(Special.)— 
Incon:plete figures for May skow that 
the output was approximately 6,850,- 
000 bbis., against 6,623,000 in April. 
The increase is due chiefly to the extra 
day in May. The daily average, how- 
ever, was increased between 3,00 and 5,- 
000 bblis., the largest part of this coming 
from the Palmer’s second gusher in 
Cat Canyon, which came in after the 
middle of the month. If it continues 
it will add much more to the June 
average. 

Partial reports from the five princi- 
pal producing districts are as follows: 
Coalinga, 1,600,000 bbls.; Kern River, 
1,050,000 bbis.; Maricopa-Sunset, 1,- 
700,000 bbls.; Midway, 705,000 bbls.; 
McKittrick, 430,000 bbls. a total of 
5,485,000 bbls., an increase of 372,439 
bbls. in May over April. If the coast 
and southern fields maintain their April 
rate, or even have a small decrease, 
the May increase will bring’ the 
month’s production up to 700,000 bbis., 
the April production being 6,623,836 
bbis. 

A careful canvass of the state show- 
ed a total visible supply above ground 
in the hands of producers and market- 
ing companies, on April 30, of 22,944,- 
000 bbis.; by May 31 this had been in- 
creased probably a_ million, as the 
Lakeview has not abated its enormous 
output by a single barrel, and the wells 
huve been steadily coming in. The 
Standard will build seven additional 
500,000-bbl. earthen reservoirs at Kern 
river which will make its total storage 
capacity close to 19,000,000 barrels in 
that field. 





Another Gusher. 

The American Oilfields has just ad- 
ded a third well, in section 36, Midway. 
It has come in flowing and is declared 
py the company te yield at present 10,- 
000 bbis. a day. The total output of 
the section at this date is asserted tu 
be 17,000 barrels. The other wells, 
while they are much smaller, have hela 
up their production very well and this 
rouses speculation as to how the third 
will last. Usually wells that come in 
at a 10,000-bbl. clip stop before they 
have produced anything like this 
amount and very few indeed keep it 
up more than a few days at such arate 
as this, though some continue to flow 
for long periods, yielding huge amounts. 
The record of the Lakeview, which is 
still producing over 40,000 bbls. a day, 
after more than three months, makes 
people more inclined to lock for steady 
gushers than before. This last well is 
some three miles north of the Lake- 
view and between the two are quite a 
number of other big flowing wells, in- 
cluding the Standard’s gushers on the 
Flat. In fact, this entire territory is 
considered gusher ground. The Union 
recently brought in a good flowing 
wel] on the Regal lease, south of the 
American Oilfields. 

More Pending Sales. 

Sales sre reported to be pending of 
the Monte Cristo properties at Kern 
River and Sunset and of the Twenty- 
five ir Midway to British capitalists, 
price in each case said to be about $2,- 
600.000. The Rothchilds are popularly 
credited with backing the big English 
purchases and it is said that supplying 
fuel to the British navy is one of the 
principa] reasons for the move. 

The Monte Cristo has 160 acres on 
5-29-28, Kern River, in a high state of 
development, and 160 acres on 1-11-24, 
Sunset, with about 20 flowing wells, and 
an output of 50,000 bbls. monthly, sold 
to the Standard under contract, price 
supposed to be abcut 50 cents. It re- 
cently sold 640 acres at Midway to the 
American Oilfields for about $1,250,- 
000. 

The Twenty-five has 3220 acres on 
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25-32-23, Midway, the famous “Twenty- 
five hill,” the heart of the great district. 
Its oil is contracted to the Associated 
at 50 cents, 
Land Legislation. 

Telegraphic advices from the Cali- 
fornia committeemen in Washington 
give the text of a substitute just in- 
troduced for the Pickett bill just in- 
troduced. This provides that those 
who located and commenced develop- 
ment upon lands prior to September 
27 last, when the withdrawal order was 
issued, shall be protected and have 
prior claims, but does not provide for 
those who commenced since and in 
defiance of the order. The Californi- 
ans have been given to understand 
that either this bill will be passed or 
there will be no oil land legislation 
this session. Chairman O’Donnell of 
the committe has wired asking all pro- 
ducers to wire him their opinions on 
this question whether they prefer the 
amended Pickett bill or no change in 
existing laws. Congfessman Smith, 
of Bakersfield, whose district con- 
tains over 60 per cent of the oil pro- 
duction, has expressed himself as dis- 
satisfied with both the bill and the 
substitute, but has said that he will 
act in accordance with what is shown 
to be the sentiment of oil producers. 


The Agencies Action. 

LOS ANGELES, June 13.—(Special.) 
—To secure the membership in the 
Agency of the American Petroleum 
and the American Oilfields, a mini- 
mum price of 50 cents has been guar- 
anteed these companies for a minimum 
delivery of 250,000 bbls. every three 
months; to the Nevada Petroleum 
Company has heen guaranteed 50 cents 
for not less than 5,000 bbls. a day; to 
the California Coalinga not less than 
45 cents for 2,000 bbls. daily. This was 
announced at the adjourned meeting 
at Bakersfield on the 27th. No other 
companies are guaranteed any specified 
amount. This action, however, was 
agreed to by representatives of all 
companies present because of the large 
production controlled by these com- 
panies, ‘which otherwise might be 
thrown upon the market in such a way 
as to demoralize prices and ulso be- 
cause, it is stated, of the advantages 
derived from their membership in other 
ways. These advantages, it is known, 
consist partly of the large c. pital 
which BE. L, Doheny, of the American 
Oilfields and the American Petroleum, 
brings in and intends to use in the 
construction, with other members, of 
the California-Arizona pipe line, and 
on account of the position of the Ne- 
vada Petroleum’s owners as large con- 
sumers and capitalists. 

For April, members of the Agencies 
received 414% cents per barrel, the 
smallest yet obtained since they enter- 
ed the market as sellers to consumers. 

The Producers Transportation Com- 
pany has bought 300 acres at San Luis 
Obispo, ten miles from Port Harford, 
and will start at once to build sixty 
65,000-bbl. steel tanks, already con- 
tracted for, and three 1,000,000-bbl. 
earthen reservoirs, cemented to pre- 
vent seepage. At Santa Margarita, 
eighteen miles from San Luis Obispo, 
twelve 55,000-bbl. tanks wiil be erected, 
six of which are on the ground. Three 
tanks are placed at Port Harford, and 
six more are to be put in. The price 
of the tanks is figured at $10,000 each, 
and the reservoirs will cost an equiva- 
lent of 16 cents for each barrel of ca- 
pacity. This makes a total of 4,455,- 
000 bbls, steel] storage and 3,000,090 
bbls. of earthen, a total of 7,455,000 
bbis. For lack of storage the pipe 
line has never worked to its full ca- 
pacity of 28,000 bbls. a day. Oil is be- 
ing shipped out of Port Harford as fast 
as steamers can make the round trip 
to and from points of delivery. 

Members in the Agency wil! soon 
organize a separate company to build 
and maintain storage, as many pro- 


ducers to take stock as may desire. 
This company will take over from the 
Producers Transportation Company 
6,500,000 bbls. of storage and _ will 
make a less charge at the rate of one 
cent a barrel per month. The Agency’s 
surplus is 1,000,000 bbls. a month, and 
through this new company it is intend- 
ed to collect and store 10,000,000 bbls., 
if production reaches such a figure, to 
be held for new markets, on the theory 
that only with huge visible stocks 
will it be possible to do business on 
the scale needed to dispose of the pro- 
duction in new markets, such as the 
railroads of the northwest, the Orient, 
Spanish America and the United 
States navy. 

The Union is itself providing storage 
for the Lakeview’s output, realizing 
that to have to handle all the gusher’s 
output at once would swamp the 
Agency’s present facilities. At pres- 
ent all oi], except the Lakeview’s, is 
being taken by the Agency and credit 
given therefor while in sump holes or 
as it comes from the wells. 

Loans on Storage. 

Within the next thirty days the ex- 
ecutive committe of the Agencey hopes 
to have a plan matured by which cer- 
tificates will be issued on oil in storage 
which will be accepted by the banks 
for cash loans so that companies will 
be able to get immediate funds for 
work, regardless of immediate sales. 
One question that must come up is that 
of so arranging matters that it will be 
impossible for holders of these certifi- 
eates to foreclose on the oil and force 
it on the market or take possession of 
it. On the other hand, the banks will 
have to be so placed that they will get 
the benefit of this security. Officers of 
the Agency express themselves con- 
fident that a means will be found to 
adjust the matter. Some three years 
ago it was proposed by one of the 
Agencies’ officers that the two organi- 
zations, now merged, should establish 
a bank of their own, raising the nec- 
essary capital by a tax of three cents 
a barrel on all the oil. Had this been 
done there ‘would now be a fund of 
$300,000 available. The bank would 
aim to do a general business, besides 
eatering to all of the Agencies, the fi- 
nancing of their projects, such as the 
Producers Transportation Company, 
the storage loans, as well as a general 
banking business. The plan was dis- 
cussed to a limited extent. but the 
matter was not pressing at the time 
and no great interest was aroused, and 
it has not been brought up since that 
time. 





At the meeting President St, Clair 
announced that all low-priced con- 
tracts will expire during this year. No 
definite promise of increased prices 


was given, but it is known that 
several good contracts have been 
made recently. Deliveries on low- 


priced contracts are heaviest in the 
summer so that no immediate advance 
is looked for. Mr. St. Clair advised 
that no curtailment of production was 
essential, hoiding in mind that the con- 
cern with the biggest storage was in 
the best position to do business with 
new big consumption. 

Storage arranged fer will accomodate 
all that is needed. The Agency’s 
stocks amounted to 3,349,000 barrels 
and this has since increased steadily 
every day. Notwithstanding this fact, 
the Union has shut down all develop- 
ment at Coalinga, has laid off crews at 
Fullerton and is starting no new op- 
erations. 

The combined Agency will be known 
as the California Independent Oil Pro- 
ducers Agency. The executiva com- 
mittee was given practically unlimit- 
ed powers to carry on all 
business. This was on account of the 
extreme difficulty of getting a quorum 
of 150 directors, the present number. 
L. P. St. Clair was chosen president, 





Thursday, 


S. W. Morehead, former president of 

the Coalinga Agency, vice-president; 

W. B. Robb, secretary of the Bakers- 

field Agency, secretary; H. H. Welch, 

treasurer of the Coalinga Agency, 

treasurer, A. R. H. 
Southern Fields. 

The Union’s Bastanchury No. 1, Ful- 
lerton, has failed to come into the 
gusher class; it is pumping about 100 
bbls, No other important develop- 
ments are reported from the Fullerton 
field. The Graham & Loftis well in 
the La Habra valley is continuing the 
struggle to shut off the water at 4,200 
feet, so far without success. In the 
Coyotes, the Whittier-Des Moines, at 
about 2,700 feet, is having consider- 
able difficulty with the casing. At 
Whittier, the Canadian Pacific has 
just leased 40 acres, with the privilege 
to purchase, and started the first well. 

San Joaquin Valley. 

The Kern county Board of Trade has 
started a petition fora first-class wagon 
and automobile road from Bakersfield 
to Sunset and Midway fields, most of 
the money to be raised by popular 
subscription. It is estimated that 
$25,000 will do the work, except about 
ten miles nearest Bakersfield, which 
the county supervisors will be asked 
to improve. The plan was proposed by 
Fred Hall, manager of the Visalia-Mid- 
way Oil Company. Tne road wili run 
from Bakersfield north of Buena Vista 
lake to about a mile southeast of the 
Standard’s tanks north of Taft, there 
branching to Fellowes and McKittrick 
northwest and to Taft and Maricopa 
southvest, At present the roads are in 
very bad shape, and sO much of the oil 
land igs unpatented that the taxes col- 
lected for highways are entirely in- 
sufficient. The Standard, Associateé 
and the Santa Fe railroad have sig: 
nified their willingness to assist. 

On 36-31-22 the American Oilfields 
has brought in its No. 72 in the first 
sand at 1085 feet and it flows like an 
artesian well, 32 gravity. The com- 
pany states that it is yielding 4,700 
bbls. a day and that it is getting an 
average of 7,000 bbls. daily from four 
wells and has stored 100,000 bbls. on 
section 36. All this will be handled by 
the Agency, which the company has 
just joined. 

The Mount Diablo has _ practically 
closed a deal for the sale of its 640 
acres, ail of 26-32-23, Midway, for $1,- 
500,000. The purchasers are English 
people, 

The Mount Diahlo land is all owned 
in fee and leased in tracts varying 
from 20 to 160 acres, mostly on one- 
fifth royalty. The stock pays 12 per 
cent. It has never been listed on the 
exchange. The owners are. chiefly 
Southern Pacific employes, capitali- 
zation is $500,000,s0 stockholders will 
get $3 a share dividends. 

Pipe Line Notes. 

The completion of the Producers’ 
pipeline and the rush of work on the 
Associated’s from Coalinga to Mc- 
Kittrick, Midway and Sunset, have 
stimulated activity in Templor and the 
Devil’s Den, through which both pass. 
The Devil’s Den Consolidated, a Vi- 
salia company that has been working 
in a desultory way for several years, 
and which encountered a bad gas blow- 
out at 1480 feet some months ago that 
filled the hole with mud and water and 
damaged the work, has resumed oper- 
ations, having obtained some new cap- 
ital in place of a number of old stock- 
holders whose funds or patience was 
exhausted. Several other companies 
are working in this section, but the un- 
certainty as to titles is keeping back 
much that would otherwise be done. 
In Templor, the Templor Ranch Oil 
Company will commence immediately 
laying a 6-inch line to connect its wells 
with the Producers’ Jine, a _ distance 
of four and a half miles. This com- 
pany has eleven shallow wells ranging 
from 225 to 350 feet, and the California 
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King and the Dillon, its lessees, have 
Similar wells, che first three, the sec- 
ond one. 

The Miners and the D. G. W. are two 
other companies starting to drill in 
this vicinity, and the Templor Ranch 
pipe line will serve al] these, 

The Lake Shore is down 400 feet in 
Lost Hills, north of the Devil’s Den, 
and reports a hard formation and a 
thin stratum of heavy oil, also a heav- 
ing sand that is giving much trouble. 
The Union has decided to sink the 
Bastanchury No, 1, at Fullerton, to a 
greater depth; it barely touched the 
sand at 4,440 feet. As it produces 
about 100 barrels at that point it is 
hoped it will show better at greater 
depth. 

New Coast Gusher. 

The Palmer’s Blochman No. 2, Cat 
Canyon, developed into a gusher on 
May 18, and is flowing 4,000 bbls. a day 
by actual measurement. The com- 
pany was entirely prepared and piped 
oil at once to storage tanks from which 
it is being taken into the lines of the 
Associated and the Union, both of 
which have contracts with the Palmer. 
The well was finished at 2,900 odd feet, 
about 200 less than No. 1, thus ayvid- 
ing the terrific gas pressure which 
causes the latter to flow a few hours 
or days at most, and then sand up un- 
til its lower depths were finally cut off 
by the accident which filled the hole to 
the 2,000-foot point. 

Dome No. 2 has been finished at 
about the same depth as Blochman No. 
2 and it threatens to turn into a gush- 
er, so that preparation is being made 
to control it if it breaks loose. Without 
a doubt Cat Canyon’s production in 
May was close to, perhaps in excess 
of, 100,000 bbls. 

New Pennsylvania, in the same dis- 
trict, has finished its first well and it 
is on the pump. What it will do after 
awhile is hard to say; all wells in this 
district have first been pumped for 
awhile and then have started to flow. 
The Union’s Bell No. 3 is also on the 
pump. Cat Canyon is one of the hard- 
est fields to drill in and work here has 
been yery slow. Four or five wells, 
however, are practically certain to be 
finished within the next thirty to sixty 
days. No one can tell what another 
week or even another day may bring 
forth here. 

Los Angeles people have formed a 
company to drill near Spadra, Los 
Angeles county, some twenty miles 
from any production. The site is be- 
tween Los Angeles and Pomona, 

Easterners Coming. 

John H. Galey, of Guffey & Galey, was 
in California a few weeks since and 
leased from A. M. Cates 900 acres in 
Little Sespe canyon, Ventura county, 
adjoining wells yielding 32 to 35 gravity 
oil, one-eighth royalty for 20 years. 
Depths are from 1,000 to 2,500 feet. 
Within the last two weeks the Cosmo- 
politan has brought in a well that yields 
100 to 150 bbis., 32 gravity, and flows 
like water. This well is about half a 
mile northwest of the others across a 
slight ridge, thus proving new territory 
which adjoins the Guffey & Galey lease. 

Ventura County. 


The Bard’s deep well in Santa Paula 
canyon is a distinct disappointment At 
2,670 feet it has a light showing but the 
quantity is so small that it cannot be 
profitable and the hole is in such shape 
that it is considered impossible to go 
deeper with it. A last effort is being 
made to make a well, but the hope is 
slight; the lower sand will be aban- 
doned and the heavy oil pumped from 
the first sand at 830 feet, at which 
point about 100 bb's. shows. Five new 
wells will be on the pump shortly and 
three rigs are up. Negotiations are on 
with the Union to extend its pipe line 
to the property; if these fail the com- 
pany will build its own pipe line to 
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site bought about a year ago to put up 
an asphalt refinery. 

Lapp & Gifford have completed a 
1,400-foot well in Grimes canyon, 
Bardsdale, near Fillmore, Ventura 
county, which they say yields a good 


- quantity, 30 gravity; other wells here 


are mostly 800 to 1,000 feet but showing 
a much lower grade. The Lapp & Gif. 
ford lease is 80 acres from the Union, 
which has first call on the output at 
market prices, now ranging between $1 
and $1.25 in Los Angeles, from which, 
of course, freight must be deducted. 
English Investments, 

LOS ANGELES, June 13.—(Special.) 
—British capital to the extent of some 
$15,000,000 has been invested or has 
been seeking investment in California 
during the last sixty days. With other 
British investments made during the 
past year the whole will run to $10,000- 
000 or thereabouts. Who it is that is 
making these investments, whether a 
single group of British financiers or 
several combinations, it is impossible 
to learn. Current report says that it is 
the Rothchilds. What foundation there 
may be for this idea no one here ap- 
pears to know. The first of recent 
deals was the purchase of the Imperial 
and Thirty-three properties in Kern 
River for $5,000,000; then there were a 
number of minor purchases in the Mid- 
way. Within the last thirty days W. 
M. Graham, manager of the California 
Oldfields, limited, at Coalinga, and 
English associates have bought the 
Equitable’s 160 acres, section 14, where 
a@ well has been completed which flows 
whenever uncapped. The price was 
$1,250 per acre. The English attempt 
to buy the Pinal at Santa Maria for 
$1,500,00 failed. On May 16 announce- 
ment was made of the purchase of the 
W. K. and Turner properties, 325 acres 
each, all of section 2-20-15, at Coalinga, 
by an English syndicate for $5,000,000. 
Located at the extreme southeast point 
of development they produce a fine light 
refining petroleum similar to the best 
of that of the California Oilfields, 
limited. The W. K. has a number of 
completed wells flowing, and the Turner 
has one. This purchase, however, is 
temporarily blocked by Capt. John 
Barneson of San Francisco, a stock- 
holder in the W. K., who has obtained 
an injunction on the ground that the 
directors have failed to consult the 
stockholders. He alleges that he had 
an offer of $225,000 more for the W. K. 
and was refused an option, while one 
was given to representatives of the 
English syndicate. Captain Barneson’s 
offer, it is understood, did not include 
the Turner. Many of the stockholders 
in the two are the same. The case 
comes up in the Superior Court at San 
Francisco. 

Through Joseph Kirkham, of Los 
Angeles, an English syndicate is ne- 
gotiating to buy the Central’s 2,250 
acres at Whittier for $3,000,000, This 
property is capitalized for $1,000,000, 
so that if the deal goes through the 
shareholders will get $3 a share, less 
broker’s commission. It has already 
paid considerably over $600,000 and is 
now paying 15 per cent at par. The 
land is owned in fee. Development is 
confined to the south end, except a test 
well which was drilled about the center 
of the land and which the management 
says found oil but was spoiled through 
accidents in drilling. Within the last 
year deep drilling has opened a lower 
formation, the oil testing 29 gravity, 
which sells for $1.15 and is much sought 
by refiners. The older shallow wells 
yield 18 to 22 gravity. The Central’s 
holdings comprise about one-half of the 
Whittier field proper. 

A number of other English negotia- 
tions for properties in different sections 
are under way. The enormous dis- 
bursements of the Limited at Coalinga 
have been the means of attracting 
Englishmen to this state. Accustomed 
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payments, such dividends as 30, 35 and 
40 per cent paid by the Limited have 
aroused the greatest interest in Great 
Britain. 

The Limited’s annual report shows 
1909 profits to have been £177,273, 5d, 
compared with £155,439 1s 2d in 1908. 
A 10 per cent dividend was paid last 
October, not subject to the income tax. 
Debentures of £20,000 were redeemed, 
making a total redemption to Decem- 
ber 31 last of £40,000, and £20,600 
transferred to the reserve account, thus 
increasing its credit £70,000 and pay- 
ing a further dividend of 25 per vent 
which was subject to the income tax. 
These appropriations left a balance of 
£25,734 9s 9d to carry forward, against 
£22,628 2s 8d for 1908. Operating 
profit for 1909 was about £23,000 more 
than for 1908 and production nearly 
815,000 bbls. greater. The productivn 
increase represented a _ substantially 
larger net value than the operating 
profit increase. When the 1908 account 
was made up a net increase of produc- 
tion was anticipated in 1909 and an ac. 
count was carried forward in equip- 
ment and development which, under 
previous practice,, would have been 
written off the 1908 accounts. The gen- 
eral expenditure in 1908 was also rela- 
tively larger than in previous years. 
The property was stated to be in a very 
satisfactory condition; the new head- 
quarters had proven convenient, and 2 
communication was read from a Penn- 
sylvania oil man who visited the place 
during the year. He declared the em- 
ployes were as competent a force as any 
in California, the camp the finest in the 
United States and perhaps in the world; 
especially commended the erection of 4 
recreation and reading room and the 
policy of securing married men as drill. 
ers, as they are more apt to stay, thus 
avoiding constant changes. He also 
spoke very highly of the company’s 
engineering department and the system 
employed in ordering supplies. On 
December 31, 1908, 73 wells were pro- 
ducing, since increased to 82; 16 were 
drilling and under repair; 2 of the 
earliest wells had been abandoned. 
They were comparatively shallow and 
nearer than usual to the other wells; 
their life had been about five and seven 
years respectively. Production for 1909 
was 4,378,464.04 bbls.; 1908, 3,563,678.77 


bbls.; 1907, 3,842,942.44 bbls.; 1906, 
2,512,654.58 bbls, and the output is 
being well maintained. Stockholders 


were informed that productive wells 
have been drilled on adjoining land near 
their boundaries which indicate the 
probable productivity of unproven prop- 
erties acquired three years ago. Con- 
fidence in the future was expressed, 
consumption declared to be on the in- 
crease and exports becoming a very im- 
portant item. In answer to questions 
of two stockholders, Chairman Robert 
Balfour said the directors declined to 
make public the price received by the 
company, on the ground that it might 
hurt the busines. 
A. R. H. 





ANOTHER CORRESPONDENT. 





Producers Pipe Line. 

LOS ANGELES, June 13.—(Special.) 
—Officials of the Producers Transpor- 
tation Company have given out the in- 
formation that this company will par- 
allel its pipe line from the fields to the 
coast and that the work has already 
started. They are putting in addition- 
al pumps on the lines south of Coalinga 
and perfecting arrangements as rapid- 
ly as possible in order to accomodate 
the strenuous demands being made upon 
them for removal of rapidly increasing 
production. 

Both the Standard and Associated 
pipe lines are being rushed with due 
haste, and everybody is encouraged with 
the thought that every possible effort is 
being put forward to relieve the con- 


Santa Paula and probably. utilize the as they are to 3, 4 and 5 per cent gested condition as it now stands. 





Thursday, 


It was reported in San Francisco last 
week the Turner and W. K. Oil com- 
panies had been purchased by New 
York capitalists at a price of $4,500,000, 
and that a large payment had been 
placed in escrow. The companies con- 
trol some 600 acres in the Coalinga 
fields, and have a large number of pro- 
ducing wells. The properties are con- 
trolled by Herbertand Mortimer Fleisch- 
bacher, S. B. Pauson and Hinkle Bros., 
of San Francisco, 

British capital has always hada 
hankering for California oil property; 
possibly through the successful manage. 
ment of the California Oilfields, Lt’d., 
and other English companies who have 
operated at Coalinga, where they have 
had phenomena] success. They con- 
trol large tracts of territory in the East 
Side field, all of which is generally prov- 
en land. There have been rumors afloat 
for some time that many of the best oi} 
leases in the state are being considerea 
in the interest of a syndicate of English 
financiers, and it is no secret that the 
Mascot Oil Company, with a lease of 
160 acres in section 26 of the Midway 
—one of the largest long-time produc- 
ers in the field—has turned down an 
offer running up into the millions. They 
may land something yet, for it is well 
known that their agents are still on the 
skirmish line. 


McKittrick Fields, 


The New Pennsylvania Oil Company 
is finishing up a well at 3,450 feet with 
8-inch pipe, and the West Oil Company 
is also finishing a well at 3,400 feet 
with 6-inch casing; both will be good 
producers. ‘There is no excitement in 
this field,’ said Mr. Henderson, “noth- 
ing to sell; nobody after property, and 
everybody who is located here is satis- 
fied with the future outlook.” 

Graham & Loftus, who are heavy pro- 
ducers in the Fullerton field, have sold 
a limited option on all of their produc- 
ing properties in two fields. They have 
in the aggregate 973 acres, and a pro- 
duction of from 30,000 to 35,000 bbls. a 
month. It is said the option is given 
to local parties and includes only the 
producing properties outlined. They 
have large holdings that are known to 
be good proven property and they have 
been very active in their developments 
in the Fullerton field. , 

The Templor district still continues 
to do much developing, although no 
transportation facilities of any account 
are yet available. The district is very 
shallow, running only a little over 300 
feet at its deepest. Large quantities 
of oil are being stored, and when mov. 
ing facilities are afforded transportation 
companies will be kept busy for a long 
time to come. 

The Santa Fe Oil Company well No. 
1, on 25-31-22, is flowing by heads at 
the rate of 1,500 bbls per day. They 
have two wells drilling in this section; 
section 26, one; section 36, Nos. 1, 2, 3 
and 8 drilling. 

Coalinga Field. 

In the Coalinga field the curtailment 
of drilling by many of the larger com- 
panies has necessarily put a quietus on 
the scene. The Traders’ Oil Company, 
which has large holdings in the Mid- 
way and Kern River fields, as well as in 
Coalinga, have decided to discontinue 
drilling operations at Coalinga, where 
they had contemplatea putting down 
25 wells this season, but the lack of 
moving facilities and the prospect of 
having to build additional storage, it was 
claimed, did not look any too encour- 
aging, so it was deemed the better 
policy to discontinue production, con- 
sequently all drilling operations will 
end when the present work can be put 
in shape to do so. They will continue 
to keep up a limited amount of new 
work in the Midway. 

In marked contrast with the lack of 
effort to increase production in the older 
portion of the field is the activity now 
going forward in the Kettleman Hills 
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DO YOU USE STRAINER? 


® The Stancliff Screen is known as an “Oil Getter” and when you have once set a “Stancliff” Screen 
you're done. Try it in your next well and the result by the use of our strainer will talk for itself 
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district and other sections 
south as far as the Lost Hills. It is 
stated that during the past week over 
forty wagon loads of lumber and other 
materials have been transported into 
this section from the shipping point at 
Huron, and that there is going to be a 
great amount of new territory developed 
is confidently expected by men who 
claim to be well informed regarding 
general conditions as found in the 
stratifications relating to oil bearing 
territory. 

Reports from Bakersfield 
the oil refinery at Oilport wil 
into operation within the next 90\days 
The syndicate known as the Refi 
and Producing Company, who expect to 
build a line and pipe oil from the Mc- 
Kittrick field, state that through in- 
ability to get pipe the line will hardly 
be commenced inside of the next six 
months, but that in the meantime they 
will be supplied with oil from the Santa 
Maria field. 

Capt. John Barneson has purchased 
80 acres in the south half of section 13- 
31-22, Midway, at $1,000 per acre. A 
sale of 250 acres is said to have been 
made to the Balfour-Guthrie people in 
the southern part of section 19-31-22 at 
a consideration of $500,000. 

The American Oilfields Company, sec- 
tion 36-31-32, has a total amount of 
stock on hand of 70,000 bbls. They have 
recently copleted No. 67 at a depth of 
1,210 feet, which is now producing 2,- 
500 bbls. a day. Six wells are drilling 
from 500 to 1,685 feet. They now have 
a production on this property of 7,000 
bbls. a day. 

The United States Oil Company, on 
section 6-32-23, has completed well No. 
5, at a depth of 1,310 feet, which is pro- 
ducing 400 bbls. a day, but so much 
sand is coming with the oil that it is al- 
most impossible to get a gravity test. 

The La Belle Oil Company, section 4- 
32-23, has shut in its well on account 
of having no storage, everything being 
full. Pioneer Midway, on section 30- 
31-23, has all its storage full; No. 2 is 
sanded in and they are making no effort 
to clean it out till storage becomes de- 
pleted. 

The Regal (Union) Oil Company well 
No. 1 on section 14-32-23, is now capped. 
It has made some flows over the crown 
block. It is 2,500 feet deep and will do 
some heavy producing when occasion 
calls for it. At present they have no 
use for the oil, as they can’t care for it. 


Associated Lines. 


The Associated Oil Company has its 
double line of rifled pipe from the Coa- 
linga field to Port Costa, all under 
ground. The lines parallel the South- 
ern Pacific railroad most of the way, its 
pumping stations being located con- 
venient to the railway. Large crews of 
men have been employed for many 
months in the task of laying pipe and 
digging trenches. At each receiving 
station are two to four steel tanks of 
55,000-bbl. capacity, with heating tanks 
and facilities for thinning the oil. The 
company has recently added to its list 
of tank ships the “J. A. Chanslor,” at a 
cost of $746,886, and has placed an order 
at Newport News for another, to be an 
exact counterpart of this one. The 
company is extending its markets con, 
stantly, which calls for additional ships 
to care for its marine service. 
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GULF COAST 





Gulf Coast Summary. 
Comp. Prod. Dry Gas Rigs Drg. To’l 
a 2 


Humble ....14 175 10 . , 
Spindletop .. 9 180 5 os 5 
Sour Lake.. 8 1805 2 5 6 11 
Batson ....10 605 ee 1 1 5 6 
Saratoga - 8 470 se 1 11 12 
Markham ..1 ... es Ras 2 2 
Goose Creek .. ee oe 2 2 
Jennings... 1 300 ee 08 1 5 6 
Anse LaButte 1 60 i os: me 1 1 
Vinton,.... as ase sh, ian’ oe 2 2 
Welsh ..... 1 Bins ce ce 3 3 
Totals ..53 3 18 2 15 60 75 
Total Apr.43 5 17 9 9 65 74 
Dif’nce..T0 2440 1 7 6 6 1 
Decrease in completed wells, 10. 
Decrease in production, 2,440 bbls. 


Increase in dry holes, 1. 
Decrease in gas wells, 7. 
Increase in rigs, 6. 

Decrease in drilling wells, 5. 
Net increase in new work, 1. 
Average May wells, 101 bbls. 
Average April wells, 339 bbls. 





Gulf Coast production on May 31 was 
estimated at 4,600 bbls, compared 
with 40,830 bbls. on May 15 and 36,680 
bbls. on April 30, a gain for the last 
half of May of 5,770 bbls. and an in- 
crease over April of 9,920 bbls. Of 
the total 23,900 bbls. is credited to the 
Texas districts and 22,700 bbls. to 
Louisiana, Caddo still maintaining its 
lead over any other Texas and Louis- 
jana district with a production on May 
31 to 18,000 bbls, Humble being the 
leading Texas producer, with 7,200 bbls. 
In May the Gulf Coast region produced 
1,172,981 bbls., a daily verage of 37,838 
bbis., the daily average for April being 
36,680 bbls. The increase in Texas pro- 
duction was gained by 1,500 bbls. at 
Sour Lake, 500 bbls. at Batson and 300 
bbls. at Saratoga, Humble declining 150 
bbls. For the entire Gulf Coast field, 
excluding Caddo, Corsicana and Petro- 
lia, which are elsewhere carried under 
the Mid-Ccntinent statistics, 53 wells 
were completed in May, of which num- 
ber 18 were dry and 2 were gassers, 
and the new production was 3,325 bbls. 
On May 31, 15 rigs and 60 drilling wells 
were reported for the same districts, 
an increase in May of 10 completions, 
1 dry hole and 6 rigs, and a decrease of 
2,440 bbls. new production, 7 gassers 
and 5 drilling wells. 


a 
NET DAILY PRODUCTION IN MAY. 
(Estimated.) 





Southeast Texas. 
Apr. 3 





District 0 Mayi15 May 31 
teeter jen se eee eee 3,100 3,100 3,400 
Batson ...seeececeee 3,000 3,200 3,500 
Humble .....e.-eeeeee 7,500 7,350 7,200 
Sour Lake.......+++. 3,500 3,500 5,000 
Spindletop ....+-+-+.+ 4,000 4,000 4,000 
Hoskins Md......«+- 450 450 400 
Others ...seeeeceee 200 300 400 

Ristennenebaon 21,750 21,900 23,900 


Tota 
* Includes Dayton, Piedras and Markham. 
Louis 





jan) «May 15 May 81 

District Apr. ay 

ae el setaebeeene 4,300 4,300 4,500 

Caddo ..-seeececeees 10,500 14,500 18,500 

*Others ...---+eeeeee oe 
Totals.....ccseres 14,930 18,930 22,700 


*Includes Anse La Butte and Welsh. 


NET PRODUCTION IN MAY. 





Southeast Texas. 


April May 

sen jae dhe pwees 63a se 05 85,617 91,176 
Humble ...-.cceeeeeesecseecs 216,811 224,025 
Saratoga ...-- eseshaenseosee 53,473 107,213 
Bour Lake...eesceeseesereres 117,546 120,622 
Spindletop ..---eeeeerererere 103,159 93,957 
Hoskins Mound......--+++++ 13,000 12,000 
COLTHErS .oeeecececcceerceess 8,000 8,000 
‘sew eevewek am 597,606 656,993 

Totals......- rites “aaiee 


Daily average...---+++++> 
olactehes Dayton, Goose Creek, Markham, 
d Piedras Pintas. 

, Louisiana. 


April May 

I  cscnkwsndentvee 100,164 100,392 
ME. ccctaskesaesereeee 215,149 411,496 
COtherB ..ceeeccecerercreee 4,000 4,100 
pease wevweh® 319,313 615,588 

Total .....-. per bare 


ee 


Daily average 
*Includes Anse La Butte and 


GULF COAST nuanen. 


Welsh. 


District pril May 

TeXAB....ceerseee 597,606 656,993 

eae pbdbeesousepeanee $19,313 515,988 

MID. .cccrccccecccceces 916,919 1,172,981 

Daily AVCTABZC...+-eeeeee 30,564 37,838 
HUMBLE. 


Humble completed 7 wells in the last 
half of May, of which only one was a 
producer, with an initial output of 125 
bbis., against 3 producers and an initial 
output of 50 bbls. the first half of the 
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month. On May 31, 18 drilling wells 
and 7 rigs were reported, 21 drilling 
wells and 2 rigs the first half. Pros- 


/ pects are not very bright in the Humble 


field. Rucker & Wood 1, Slaughter, 
located near Sun Company 32 on the 


5 south end of the Hermann lease, is a 


dry hole, and this, in connection with 
Sun Company 338, Hermann, a water 
well, leads to the belief that this part 
of the field is of little value. An old 
well on the Stevens tract, deepened by 
John O’Neill, was drilled to 2,700 feet 
and abandoned. A small showing at 
2,500 feet was tested without results, 
located close to the Producers blowout 
on the Carroll Oil and Gas Company 
lease. None of the other tests in this 
end of the Humble field are yet deep 
enough to prove anything. 

Completions, 


SERCTOR, TUGRNOTE BUG sc 6o6ccdecececcces 125 
Hermann, Producers. 86. .......cccccvee gas 
dry 


Slaughter, Rucker & Wood 1............ 








Weed, Fondren & Co. 1......... dry 
Dannebaum, Ninety-Nine Co. 64 dry 
Stevens, J. OWE Do osescccscsne dry 
Cherry, Wentz & McCarval 12.. dry 
Wells completed... wcsciccccccses 
PPCGUOIOR ccncecstaacsineccacsaces 125 


LL MEST OLE PET OP TEE eee ree 1 
ED \sotabaneGicn eee aS oa whan nae le 5 
Drilling. 

Hermann, Producers 49........sscseeee drg 
Hermann, ProGucers, 89.0000. 00ceccvese drg 
Hermann, Producer8 72.......esseeee arg 
SEETERRO, FRR BORTD: Bl... os:0:0:0000'0 0000s drg 
Carroll O. & G.. Producer® 7.....se0se drg 
Hamilton, Producers 124.............+. drg 
Burt, Producers 128..... A drg 
Mason, Producers 129... drg 





Bailey, Producers & Ninety-Nine Co. 120 drg 








ee | Serre rg 
Hermann, Bum Co. 38 ....06scsessscccceee drg 
Westheimer, Bun Co. 94.6scccicccconces drg 
Chicago-Texas, Simms & Farish 4...... drg 
WER, EARP WOOR. Bq. x» as:00.0:6. 0:0 6s:0i0s 00300 drg 
Summers, Simms & Sharpe 38........... drg 
Marshall, Burt-McGaffey 3............. drg 
Beatty, Decker & Paddock 2........... drg 
Koehler, J. O’Neill 1....... proccss eeees drg 
Ween NI ca cabo cee Sousa cece 18 
Rigs. 
Mason, Producers 130.. 
Burt, Producers 127... 
Long, Producers 131.... 
Paraffine, Sun Co, 93........050.. + 
Hargreaves, Rucker & Co. 1.......... rig 
Weed, Fondren & Co. 2....cccessessees rig 


Cherry, Cherry & Co. L..ccsccrcccccces 





65, 69, Hermann. 


SPINDLETOP. 
In the last half of May 6 wells were 

completed at Spindletop, 3 of which 
were producers with an initial output 
of 120 bblis., the first half of the month 
2 producers and 60 bbls. initial output. 
On May 31, 6 wells are drilling and no 
rigs. Water is an increasing trouble 
at Spindletop and efforts to extend the 
producing area in any dircetion result 
in failures. The fourth crop of wells 
has been drilled over this famous 
gusher territory. While the daily pro- 
duction is estimated in the tables to be 
4,000 bbls. it is more likely to be 3,700 
bbls, since the water has increased, 

Completions, 
Gladys, Guffey 123 da 
Cissell, L, Sneed & ge gag ences 






McFaddin, Dr. L. Cox & Co. 0 

Beatty, Swearengen & Co, 1..... 50 

co! A a eS ee dry 

Higgins, Phelps Bros, 12.............++ 20 
Wells COUR PICIOE . 2 cc sccscsecccecs 6 
PUORROIOR cowccececccccssccccees 120 
CUED. Seu aersesceasise we chee wean ee 

Drilling. 
inte, Gy Tb, cacicctasccscnveces drg 
Weed, Thompson & Henderson 4........ drg 


Taber 6 acres, Heywood Oil Co, 2...... 
Hogg-Swayne, Stella Oil Co. 3.... wee 
Trembly, Sunshine Oil Co. 1............ 
Rowe, Stollenwerck 


EE I 6a boi on eee od bassin cee 
Wells abandoned—Heywood 1, Taber, and 
Cassie Oil Co. 22, Higgins. 


JENNINGS. 

Only one well was completed at Jen- 
nings the last half of May, the initial 
production being 300 bbis., the only 
well finisheqd during the montn. On 
May 31 five wells are drilling and 8 rigs 
are reported, the same as for the first 


half. 
Completions. 
Syndicate fee, Gulf Refining Co. 34.... 








300 


Wells completed............00.0% 
| PPT eTTorTT rrr rT ree 
Drilling. 

Latreille, 
Fee, C.. O. & M. 50........ 

Fee, C., O. & M. 51........ 
Moonshine, Daboval 1.....ceeesccccees 


Martin, Gulf Refining Co. 22 drg 

Syndicate fee, Gulf Refining Co. 35..... rig 

Wella Grilling. ....ccccccccccceces 5 

BD cc cccccceesccccesecccecenens 1 
SARATOGA, 


Seven completions were reported at 





Thursday, 


Saratoga the last half of May, 6 of 
which were producers, with an initia] 
output of 120 bbls., compared to 1 com- 
pletion the first half of the month, with 
an initial output of 50 bbls. Eleven 
wells are drilling and 1 rig up, compared 
to 11 wells drilling and 4 rigs up on 
May 15. Producers No, 2, Nancy Ful- 
ler, is still drilling. This hole is con- 
siderably deeper than No. 1, the flowing 
well on the lease, but so far has not had 
any pay. Guffey No. 1, Minor & Mayer, 
an offset well to the Producers No. 
1, Nancy Fuller, is flowing by heads 
making 25 bbls. It will be pumped. 
Daly No. 1, Kennedy, was dry and has 
been abandoned. Paggi Bros. are rig- 
ging up on the old Greer lease, formerly 
under lease to the Guffey Company. 
Completions. 






Rio Bravo, Rio Bravo 267.... 
Rio Bravo, Rio Bravo 271.............. rH 
Kennedy, Daley Oil Co. 1.. dry 
Minor & Mayer, Guffey 1.... 25 
Kirby, Paggi Bros. 18.......0... 15 
MSEDY, PRE TOE, 28 es sooo sicee dvi o ones 15 
WMS COMPIOLEOR si. 6i6 i siivccccecccs 6 
SR ILRMNIEN eine lec G's oesa'a's elects: 120 
oy BRS SS See Se ee ok en 
Rigs and Drilling Wells," 
Nancy Fuller, Producers 5 peace 06s diece drg 
ea: — RED A Chas ci baleen ath ccak drg 
Jordit Survey, Bond & Simpson 10..... 
Ogden, Guffey 1........... reba eS on 
Rio Bravo, Rio Bravo 268............ drg 


Rio Bravo, Rio Bravo 270...........6.. drg 
6 miles southeast, Texas Co. 1..shut down 


Parker, Lewis Bacon 1.......... 

Ogden, Bond & Simpson 1........ pond aoe 

Austin O, Co., Cotton O. Co. 1..shut down 

Kirby, Bond & Simpson 2...... shut down 

NSRBCr, PE ON, BE nss sae cadsse cc. rig 
MAME > Us tines ann war chias ad eawxcask 1 
WV CT MRM on oie nies s cued owes 12 


BATSON, 

Five wells were reported completed 
at Batson the last half of May, 4 of 
Which were producers, with an initial 
output of 385 bbls., compared with 5 
completions with an initial output of 
220 bbls. for the first half of the month 
Five wells are drilling and one rig up, 
as compared to 7 wells drilling and no 
rigs on May 15. The Guffey Company 
completed No. 104, a deep well, on the 
Wing farm, May 21, making 300 bbls. 
This company has drilled 8 wells on this 


7 lease in the past two months, 7 of which 


are vroducers and 1 small gasser; 3 
wells were deep test and 5 shallow. 
The shallow sand is found between 350 
and 450 and the deep sand to 950 feet. 


Completions, 
Wing, Guffey 104. Paes» Ske bie Sale ase 300 
vole le Sea ere gas 
de, A, eae 50 
Sharpe, McBee & Collins 1............ 30 
Allen, Johnson & Fitzsimmons 1........ 5 
BVOUS - DOMDIOION soos is oes dceedccs 6 
ERO ni 5G.045460 cake ses S 385 


GN iS sees nencscs os bp anaes ooo 
F Rigs and Drilli Wells. 

Paraffine, Sun Co. a Vebeee ex paw r-4 
Paraffine 30 acres, Reliance Oil Co. 4.. drg 
Milhome, Christian Oil Co. 22....shut down 





ae SE OS Pesan: shut down 
aE NG OS een shut down 
We, REED, “DN oS visws vidoes Os kk w ee wk rig 
RUD <5 lh wed hte wie GSS IRAE Wield wc wicks 1 
WENO: SATRIIM 6 5 16's Gos Ga ks pb0rs ORG. 5 


SOUR LAKE. 

Six completions were reported in the 
Sour Lake district, of which 4 were 
producers with an initial output of 1,705 
bbls., compared with 2 completions the 


3 first half of May, with an initial output 


of 100 bbls. Six wells are drilling and 5 
rigs up, compared to 7 wéils drilling 
and 2 rigs up May 15. On May 29 the 
Crosbie Oil Company completed its No. 
1 on the T. J. Mathews lease at Sour 
Lake, flowing at the rate of 1,500 bbls. 


¢ This well is located in the extreme east- 


ern part of the field, directly across the 
“shoestring” road from The Texas Com- 
pany’s lease, and near the Gilbert lease 
on the Hardin County Oil Company 
land. It is the largest producer that 
has been drilled in this field for over 3 
years and was brought in at a depth be- 
tween 1,150 and 1,200 feet. The oil 
tests 17 gravity. At this writing there 
has been no decrease and it is still mak. 
ing 1,500 bbls. The Texas Company and 
the Gilbert Oil Company are rigging up 
offsets. Minor Oil Company completed 
two wells in the shallow sand territory 
with an initial output of 135 bbls., and 
the Sun Company completed two in the 
shallow sand, one making 70 bbls. and 
the other water. Gilbert Oil Company 
is drilling No. 21 Gilbert deeper and is 


also deepening No. 1 Hardin County. 
Completions, 

T. J. Mathews, Crosbie Oil Co, 1........ 1500 

Minor, Minor Ofl Co. 26.....cccsccee ese 96 

Minor, Minor Of] Co. 26.........06. cose 60 

Bin Co, Ban. Oo. BBsccccccvscece cccce 70 

ee Se ee ee eee Pere re dry 








@) 


a] 
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Producers, H. Tyson & Co. 14%...+-eee0s dry 
Wells completed......ccccccccece 
Production ...ccccccccccscevcccce 1705 
DGG 0:06 0:64.0.8:9 40.60 6b 66.0608 0100 6 0:0:8 

Rigs and — Wells. 
Fee, eg OM OO. Tics cccccvscecces drg 


Fee, The Texas Co. 147 Satine ate die iaiaiepe'aisiuie drg 


Hardin County, A. H. Tarver & ~ 1.. Gee 
Hardin County, A. H. Tarver & Co. drg 
Landry, Bentley 1......cscccecccsccvcees drg 
Hardin County, No Name Oil Co, 1...... drg 


The Texas Co. 146 
The Texas Co. 


Fee, 
Fee, 
Fee, The Texas Co. 149 





Fee, The Texas Co. 150 
Hardin County, Gilbert Ol Co. Bcecccee rig 
PIM. biak.cis bead alee saeeos de ede 5 


Wells drilling 
HOSKINS MOUND. 

The Mound Oil Company has not yet 
completed its No. 24. Production in 
this field was off some the past 15 days 
on account of revairs to the air lines 
and replacing derrick over a producing 
well, the derrick having been blown 
down in a wind storm. 

GOOSE CREEK. 

There has been no change in con- 
ditions at Goose Creek the last half of 
May. The two drilling wells, Patillo 
Higgins 2, Wright, and Producers 4, 
Ashbel Smith, have not yet been com- 
pleted. Higgins 1, Wright, is reported 
to be making 90 bbls. 

VINTON. 

That hope still abounds at Vinton is 
evidenced by the Ninty-Nine Pumping 
Company taking over the Sabine Oil and 
Marketing Company’s well and drilling 
it deeper. A showing was had at about 
2,200 feet and strainer is being set. 
Benckenstein and others are rigging up 
on a lease which extends to within 50 
feet of the Ninety-Nine Company’s well. 
The Producers test is shut down and the 
Gulf Refining Company’s hole has been 
abandoned. The Hooks Oil Company 
has resumed —. 

na HAM, 

nn... "7 Company deepened 
old Hard~v No. 12 and got a flowing well. 
No estimate of production can be formed 
as the well is nractically shut in on ac- 
count of insufficient tankage. The gate 
is partially open and the _ stream is 
small, with considerable gas pressure. 
This company is rigging up on old 
Hardy No. 14 to drill deeper. Burke No. 
2 is 800 feet on rock and Hardy No. 21 
is drilling at 1,100 feet. 

MISCELLANEOUS, 

Welsh—Smith No. 4 was completed 
May 28 and is making 30 bbls. Gulf 
Coast Oil Company is drilling No. 3 on 
lot 20, block 6, Woods, and is down 800 
feet. Smith No. 3 and Rio Bravo 605 
are drilling. 

Anse La Butte—Rowson Oil Company 
completed its No. 3, Begnaud, pumping 
60 bbls. This company is rigging up to 
pull and reset strainer in Herbert No. 1, 
J. Y. S. 2, Martin, has not yet been com- 
pleted. 
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i E f oS T E B? N E ] E ' D Ss —" Illinois, Pennsylvania, West Virginia, 
Ohio, Indiana, Kentucky. 
ILLINOIS. farm, en 7%; — township, Jeffer- again brought the Shinnston pool, in favorable. In other parts of the lower 
Semmary of May Gperntions. ‘ae a (og so of an pBgsnntd Harrison county, into the limelight. Fo. southwest and in southeastern Ohio, 
ea. Comp. Prod. Dry Rig Dre. To sed. euka (Ga teeiaen.  Deline oil several months all of the completions there is a good deal of light territory, 
Couberand.... 8 28 1 .. .. .. continues, but the well is deep enough were light or dusters and it was hardly developed when conditions are more 
Crawfore Ee ae 113 2278 29 12 2 88 for any pay. expected that the district would be able the cost to develop which would not be 
ees UL, lL A Plethora of Dry Ones. to present another gusher. That the half so great as in Roane county, 
Miscellaneous.... 3 . 3 2 20 22 #=‘The Ohio Oil Company has finished Opinion was not well founded was evi- held in abeyance for the same reason. 
— OD obs ey 994 @nother dry hole on the Kirkwood farm, denced when the Scuth Penn Oil Com- 
cused 192 $091 43 27 267 294 ° . m, Few Large Wells. 
tee April. 187 7260 41 33277 310 in section 11, Lawrence township, pany drilled its test on the George “ 
—~ ——~ — —-— — Lawrence county, in what is known as Rinehart farm, located southeast of de- __DUTin& the week the eastern fields 
Difference... a % S 10 16 the Stansfield pool, adjoining the west. yelopments, and got the nearest ap presented few producers above the 
‘rease in comple yells, ‘ “umes . i a = i 4 . : 
oaronsa geen eon Amt $31 bois. ern limits of Lawrenceville. There are proach to a gusher of any well com- average in size. The Shinnston pool 


Increase in dry holes, 2. 
Average May wells, 69 2-3 bbls. 
Average April wells, 62 1-2 bbls. 
Decrease in rigs, 6. 

Decrease in drilling wells, 10. 
Net decrease, 16. 





Sandoval Showing. 

LAWRENCEVILLE, June 13.—(Spe- 
cial.)—Good weather favored Illinois 
producers during the month and enabled 
them to complete a number of wells 
that had been slow, but the net results 
have not been such as to cause any 
decided rush of new work. The month’s 
record shows an increase of 35 in com~. 
pletions, netting an addition of 831 bbis. 
to the daily production, but there is a 
decrease of 16 in the rigs and drilling 
wells. 

The Sandoval-Centralia field, in 
Marion county, which has been the 
center of interest during the month, 
suffered two failures at the close of the 
month, which seem to shut off a threat- 
ened extension. Three wells completed 
there during the month had an aggre. 
gate daily production of 225 bbis., and 
at the close of the month there were a 
seore of wells drilling. The Sayer Oil 
and Gas Co.’s No, 1 on the Wm. Lange- 
weisch farm, in section 4, Centralia 
township, was dry at 1,600 feet and the 
Ohio Oil Co.’s No. 1 on the S. R. Carri- 
gan farm, in Carrigan township, de. 
veloned nothing but salt water. This 
well was several miles in advance of 
the field, and its result will serve to 
put a damper on some of the surplus 
enthusiasm that has been generated. 
The Langeweisch well, though counted 
a failure, filled up with oil and may 
make a very small producer. 

There is still plenty of territory in 
the Sandoval-Centralia district to make 
a big field possible, and the talent is 
entitled to a guess as to which direction 
will be favored in an extension. The 
present production is confined to a 
district a little over a quarter of a mile 
in radius, with the exception of one 
small producer on the Brown farm, in 
Centralia township, which is reported 
food for about 15 bbls. a day. The 
Southwest Oi] and Gas Co.’s_ well, 
a year old, is still doing better than 
200 bbis. a day and their No. 1 Fred 
Shaffnit, just east of the Benoist, is of 
the same caliber. One location east of 
the Shaffnit, the same company has a 
well on the Sherman farm, which Is 
rated in the hundred bbl. class. Selby 
& Co. have two 200-bbl. wells on the 
Ferry farm, adjoining the Shaffnit, and 
several smaller wells adjoining bring 
the production of the pool to 1,000 bbls. 
per day. Several ou‘side tests are now 
under way, and will quickly determine 
the limits of the pool. 

The Ohio Oil Company’s Carrigan 
well has been drilling for more than a 
year, and the company has not finally 
admitted that it is hopeless, for after 
going through the Stein and Benoist 
sands drilling was continued, and 
they will probably keep at it until too 
much salt water interferes. The Sayer 
company’s Langeweisch farm well was 
also drilled deeper, getting to 1,635 feet 
with only a slight showing of oil and a 
surplus of brine. It is barely possible 
that a shot might help some, but the 
chances are decidedly unfavorable. 

The second well completed by Selby, 
Skelly & Cisler on the W. J. Ferry, in 
Odin township, makes it look as if that 
particular section is quite rich, but 
there will be practically little to the 
pool if some extension is not found. 


Jefferson County Duster. 
The rank wildcat drilled by the 
Busch-Everett Company on the Talbott 


three small wells in this pool, but six 

dry holes make it doubtful whether the 

development can really be called a pool. 
Small Well Near Hazleton. 

A small showing of oil has been 
found in the well on the Kightley farm, 
two miles southwest of Hazleton, and 
about 17 miles south of Vincennes. The 
well was drilled by Dave Fritz and 
others, of Robinson. It can be classed 
with the non-paying producers. 

Notes of the Older Pools. 

In the midst of development in 

Lawrence township, Lawrence county, 
the Bridgeport Oil Company has a well 
which is estimated to be doing better 
than 1,000 bbls. a day. It is on the 
Robert Kirkwood farm, in section 13, 
and is producing from the Tracey 
sand at 1,775 feet. This well does not 
oven up anything new, but such a well 
is enough to cause somewhat of a sen. 
sation, and the owners were unpre- 
pared for it, the oil flowing into hastily 
improvised dams. 
: The Linden Oil Company has a failure 
in its test on the Mushrush farm, about 
two miles north of Chauncey, in Law- 
rence county. The well was drilled to 
a depth of 1,900 feet to test out a large 
block of leases, but it is probable that 
it will not be allowed to condemn the 
entire acreage. 

The development of the Sandoval 
townsite proposition has caused some 
of the supply store empioyes to 1ose 
not a little sleep as they are compelled 
to put up with a minimum of comfort at 
a maximum of cost. Frank Smith, 
manager of the Oil Well Supply Com. 
pany’s store, was the first to be initiated 
he even going so far as to buy an 
option on a house for rental purposes, 
which developed into an option on 
cigars for the jokesters who comprise 
the oil fraternity. HH. Mi. B. 


PENNSYLVANIA. 


PITTSBURG, June 13.—(Special.)— 
Developments in the New York, Penn- 
eylvania, West Virginia and Scutheast- 
ern Ohio fields furnished nothing out 
of the ordinary during the past week. 
The search for new poois continues, 
but is of a desultory kind, scattered 
over a large area and very much of the 
hit-or-miss kind. Weather conditions 
are most favorable for resumption of 
the activity that prevailed all through 
last year, but there is a_ noticeable 
apathy on the part of many who were 
formerly the most active in the search 
for new producing territory. The fear 
of a further depreciation in values and 
the many failures to find new produc- 
ing territory has caused some dis- 
couragement. In West Virginia, the 
most attractive locality for the wild- 
catter. there has not been a new pool 
discovered for more thana_ year. 
Shinnston was the last and it will 
probably be some time before another 
of so sensational a nature will be dis- 
covered. 

Credit Balance Market Reduced. 

Saturday morning, June 11, the pur- 
chasing agency posted new quotations 
for eastern crude. The Pennsylvania 
grade was reduced from $1.35 to $1.30. 
North Lima, South Lima and Indiana 
were each reduced two cents a barrel. 
All other eastern grades were reduced 
three cents. The present quotation for 
crude of the Pennsylvania grade isthe 
lowest since September 19. 1905. 

Large Froduc2r at Shinnston. 

The developments of the past week 





pleted in the district for three or four 
months. When drilled into the fifty- 
foot the well began to flow and its best 
day’s guage was 980 bbls. The Ie- 
cation is 1,000 feet east of the South 
Penn Company’s good producer onthe 
J, E. Shreeves farm and opens up an 
extension to the east and southeast of 
production. A number of new locations 
have been made in the vicinity of the 
well and it looks now as if a half dozen 
wells will be required to cover the ex- 
tension. 


Development Work Declining. 


Development has for some months 
been declining and at the present time 
is contined almost exclusively to the 
interior and the average size of the 
wells at time of completion. During 
the past month 14 producing wells were 
completed jin Lineoln county and the 
new production at time of completion 
showed an aggregate of 238 bbls., or an 
average of 17 bbls. to the well. There 
is still a limited amount of territory 
able to furnish wells of probably that 
average and ivfter the remaining io- 
cations kave peen drilled, which witl 
be within four or five months, opera- 
tions in Lincoln county will come to a 
halt, unless a change in conditions 
should furnish an incentive for re- 
newing development work in the light 
territory. In this connection the ob- 
servation could be made with a good 
deal of justification that conditions are 
not likely to change for the better in 
the future. In accepting that view, the 
writer is quite aware that he is opening 
the way to be charged with holding 
pessimistic views On the subject. En- 
tirely new sources of a large quantity 
of high grade crude, hitherto unknown, 
make it necessary to look at the sit- 
uation from an angle never before in- 
jected into the industry and its rela- 
tive bearing on the eastern producer. 

If it is possible to duplicate the dis- 
covery in Lincoln county in one or more 
of these untried counties now claiming 
attention a new interest will be created 
in the lower southwest. At present 
there is no section of more than passing 
interest. The very few active fields, 
such as Roane and Lincoln counties, 
are operated by large companies and 
for that reason are not of general in- 
terest. The work in both is now very 
much of the reutine order and the 
average size of the wells small. The 
producing formations, the Berea grit 
and the Big Injun, have demonstrated 
that the two fielés are destined to be 
long-lived and this is the primary in- 
centive for the present activity in these 
two counties. Roane is the only county 
in the lower southwest that shows an 
increase in production. The increase 
is derived from districts that have been 
under development for more than a year. 
In the past few months no extensions 
have been discovered. In Smithfield 
district the indications are favorable 
for an extension that will he of suf- 
ficient size to invite active development 
work. The territory is under lease to 
a few companies and it will be operated 
conservatively, In addition to this 
extension there is a large amount of 
light territory, capable of furnishing 
from 3 to 5-bbl. pumpers that can be 


in Harrison county, W. Va., came back 
with a bid for recognition when the 
South Penn Oil Company driiled in its 
test on the J. E, Reeves farm, located 
southeast of developments, and secured 
a producer that took a record of 480 
bbls., the third day after it was drilled 
into the pay. The size of the well is 
the only important feature. It is lo- 
cated in the same section and about 
1,000 feet southeast of the same com- 
pany’s good producer on the Dora Bart- 
lett farm. The last named well was one 
among the first drilled in the pool and 
has been One of the most consistent 
producers. Its initial] production was 
not nearly so high as some of the gush- 
ers in the central part of the develop- 
ment, but it has shown better staying 
qualities than any other well. It is 
still holding up at 135 bbls. a day 
and at no time since it was drilled in, 
nearly a year ago, has the production 
fallen below that point. 

There is very little new work start- 
ing in the Shinnston pool. Inside of 
defined limits there are still a few lo- 
cations todrill and afterthat the pool 
will be very quiet. On Lambert’s run, in 
the fourth sand territory,in Eagle dis- 
trict, there is some new work starting. 
The White Top Oil Company’s No. 2 on 
the J, F, Allen farm is provinga better 
stayer than has been the rule in this 
territory. It is still holding up at 120 
bbls. a day and is more than two months 
old. This alone is responsible for a good 
deal of the new work starting in the 
district, 

Shallow Sand Territory. 

In the Keener sand territory, in Grant 
and Murphy districts, Ritchie county, 
four good producers were completed. 
For the past three months operators 
have been having very good success 
in those two districts and as a result 
there is more work under way and 
starting than at any time in the past 
year. In Union district, Tyler county, 
the Schlagel & Freid Maxon sand pro- 
ducer, on the J. S. Wells farm, came 
in a week ago and started at the rate 
of 480 bbls. a day, but has now declined 
to 200 bbls. It has been the history of 
the wells in this district to decline 
rapidly and the Wells well is not an ex- 
ception to the rule. 

There are two fourth sand develop- 
ments, one in Eagle and the other in 
Clay district, Harrison county that are 
calling out some new work. The wells 
are of the flashy kind, starting with a 
high production and subsiding rapidly 
to very ordinary producers. It is deep 
territory and operators are inclined to 
make haste slowly. Dry holes have been 
encountered in proximity to producers 
that had a high initial production. 

The record of operations at the close 
of the current month will show an un- 
usual condition. In the past it has 
peen the rule for May to show an in- 
crcase in operations over the months of 
March and April. Such, however, is 
not the case. Fewer rigs were up and 
wells drilling than at the close of April. 
The only county in West Virginia 
that does not show a decline in develop- 
ment work is Roane. It is not only 
maintaining its volume of new work 
but is increasing its production. In 
this particular it is unique and is 
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likely to hold its position for some time. 
Large Acreage to be Developed. 

Roane county holds more proven ter- 
ritory, known to be productive and not 
fully developed, than any other county 
in the state. The average size of the 
wells is small but the producing for- 
mation is very regular and very few 
dry holes are encountered. Up to the 
present time the couniv completed 28 
wells during the month and of this 
number but three proved total failures. 
This is a record not equaled by any 


other district in the eastern fields. 
Lincoln county, an adjacent county, 
completed 20 wells and three of the 


number fell to the duster list. De- 
velopment work is now confined to the 
interior and the Big Creek Develop- 
ment Company, the Ohio Fuel Oil Com- 
pany and the Holley Oil and Develop- 
ment Company are the only holders of 
undeveloped _ territory. Should de- 
velopment work continue at the pres- 
ent rate all of the proven territory, ex- 
cept seme very light, will have been 
drilled over by the close of the year. 
The Big Creek Development Company 
is back of about one-half of all of the 
work under way and starting in Lin- 
coln county. 
Deep Sand Territory. 

In the deep sand territory, in Mo- 
nongalia county, there is more experi- 
mental work starting than at any time 
in the past three years or since the de- 
velopment of the fourth sand pool, on 
Dunkard creek in Battelle district. 
There has been a large acreage leased 
and in the opinion of some familiar with 
the geological lay of the formations 
there is a chance for the discovery of 
some new preducing territory. The 
work under way consists of a half- 
dozen test wells distributed over a large 


area. It is hoped that some of these 
tests when completed will point the 
way. 


In the thirty-foot territory in Marion 
county there is very little new work 
starting. All of the late completions 
have been light producers or dusters. 
Some months ago, when an occasional 
good producer was found, there was 
quite a rush to start new work. This 
has now been completed and the result 
in most instances is far from satis- 
factory. In the Keener sand pool, on 
Middle Island creek, in Lincoln district, 
Tyler county, there were four comple- 
tions during the week and all proved 
dusters, except one, a 5-bbl. pumper 
on the H. S. Boreman farm. 

In Union district, Tyler county, in 
old territory, Schlagel & Freid secured 
a producer that started at 20 bbls. an 
hour when they drilled their No. 15 on 
the J. S. Wells farm into the Maxon 
sand. Finding good producers in old 
territory occurs at intervals. During 
the week the T, W. Phillips Oil Com- 
pany drilled in a well on the Scott farm, 
lecated near the Butler-Atlegheny line 
and got a fourth sand producer that 
was credited with 1,000 bbls. the first 
24 hours. The only thing to be deplor- 
ed in ti.ese large producers is that they 
do not possess commendable staying 
qualities. The first 24 hours’ produc- 
tion is no indication of how much the 
production will have declined in a week. 
As a rule they soon subside to light 
pumpers. The wells in the Ingomar 
pool, in Allegheny county, possess the 
best staying qualities of any in the 
Pennsylvania fields. Several of the 
wells in that district are now two 
months old and is still holding up at 100 
bbls. a day. 

Lower Southwest Wildcats. 

In the extreme lower southwest the 
search for new producing territory 
continues. All recent experimental 
work completed in these districts has 
been of no avail. However, there is 
still enough of this kind of work under 
way to keep a certain amount of in- 
terest centered in a half dozen counties. 
With the Lincoln county field within 
hailing distance, operators are not will- 
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ing to abandon the search for new pro- 
dneing territory in adi:seent counties. 
Kanawha county is receiving more at- 
tention than any other, despite the fact 
that more dusters have been charged 
up to it than in all other counties bor- 
dering on Lincoln. Putnam county 
follows Kanawha with experimental 
work. This county has not y-t pre- 
sented any oil producing territory but 
some fair gassers have been completed 
and this has proven an_ incentive to 
continue the search for a new pol. Op- 
erators think if they can get to the 
right side of the gas horizon they will 
find an oil deposit. The theory is an 
old one and it has often proven true 
end may not be an execetion in Put- 
nam county. On Turkey creek in Curry 
district, the Willow Wood Oil and Gas 
Company @rilled a wildcat on the Haz- 
lett farm through all sands and failed 
to develop a show of oil or gas in any 
formation. 

On Hurricane run, the Interstate Gas 
Company is due in the sand at 2 test 
en the Davidson farm. On Searry 
creek, Scott district, the Winscott Oil 
and Gas Company has the rig complet- 
ed for a second test on the Cole Nix- 
on tract. On Sleepy creek, Teas Val- 
ley district, the United Fuel Gas Com- 
pany should get the sand this week 
at a test on the Howard farm. 

In Clay county there are several 
wildeats drilling. Logan county has 
two, Cabell eounty has three and Kan- 
awha county five. All are the wildcat 
brand, far removed from production, 
and if any of them should prove pro- 
ducers it wili mean the discovery of a 
Strictly new pool, The !ower south- 
west talent is waiting and watching 
for something of the kind. The wild- 
eatter fortunate enough to make such 
a discovery will not have to get lonely 
for there will be an immediate rush to 
his locality. ‘Those who failed io secure 
a holding in Lincoln county have not 
forgotten. 

SOUTHEASTERN OHIO. 

Development work in the southeast- 
ern Ohio fields was less interesting 
than for some weeks. The deep sand 
territcry, in Perry and Fairfield coun- 
ties, took a stride backward in pre- 
senting large wells. There was, how- 
ever, a Sufficient number of wells of an 
average size completed to prevent a 
decline in the average daily production 
of the field. The drilling in of a tesi 
well on the St. Joseph farm, located 
three miles east of Somerset, in Read- 
ing township, Perry county, and re- 
ported showing for a 20 or 30-bbl. 
pumper, was an jmportant discovery of 
the week. Should this well prove as 
good as indicated when drilled into the 
Clinton sand it will likely point the way 
to an eastern extension to the field, 

Town lot operations at Bremen and 
Juncton City are not now so much of 
a feature in the deep territory. When 
the wells now drilling have been com- 
pleted that kind of work will come to 
an end, for the reason that there will be 
no more available locations, unless 
they remove some of the dwellings. In 
Rush Creek township, Fairfield county. 
and Jackson township, Perry county, 
there is quite an acreage that has not 
been fully developed and known to be 
producing territory. Should the an- 
ticipated eastern and southeastern ex- 
tensions materialize, the deep sand ter- 
ritory will continue to hold the lead 
for some months in active operations 
in the eastern fields. 

Shallow Sand Districts. 

In all shallow sand districts there is 
a sharp decline in development work. 
drilling for wells that will average less 
than five barrels at time of completion 
is not to the liking of the conservative 
operator. In nearly all of the shallow 
sand districts the new wells decline 
rapidly and unless these small pump- 
ers can be connected up and operated 
in conjunction with other wells they 
are not a paying investment. This is 


one of the reasors why there is little 
test work starting in the shallow sand 
sections of southeastern Ohio. Wash- 
ington county has a little territory that 
is capable of furnishing fair producers 
and it is in those sections that the most 
work is under way and _ starting. In 
Belmont, Jefferson and Columbiana 
counties there is some experimental 
work starting. Taken as a whole, out- 
side of the Geep sand territory, oper- 
ations in southeastern Ouio can be 
clissed as desultory, ' 
At the present time the outlook does 
not warrant the development of ter- 
ritory that promises nothing better 
than two or three-barrel wells. Fifty 
per cent of the wells completed in 
Jefferson and Columbiana _ counties 


during the month proved dusters. 


Southwest of the old Wolf Summit 
field, in Ten Mile district, Harrison 
county, Hoffmire, Deegan & Co. com- 
pleted a test on the M. A. Dennison 
farm and were agreeably’ surprised 
when they got a Gordon sand well that 
has been producing at the rate of 160 
bbls. a day. This is a natural producer 
and it will no doubt increase its pro- 
duction after a shot The location is 
slightly in advance of developments and 
on a producing streak that has proven 
exceedingly narrow and fruitful of many 
dry holes in the effort to follow it up. 

The position Roane county holds at 
this time is rather unique. It far ex- 
ceeds all others in West Virginia in 
the amount of work under way and 
starting and has the further distinction 
of being the only one that is increas- 
ing its production. ‘The increase is not 
by leaps and bounds, but a steady ad- 
vance and one that is likely to con- 
tinue for some time. The regularity 
of the producing formation and the 
staying qualities of the old wells make 
it possible to raise the production to a 
higher point. 

Explorations in extreme lower West 
Virginia extend to a half dozen counties 
not embraced in the list of those pro- 
ducing oi] in paying quantites. Some 
of the work started early in the season 
has now been completed and others 
nearing that point. The list of test 
wells completed during the week fur- 
nished no producers and leaves. the 
problem of where to find new produc- 
ing territory unsolved. Kanawha 
county contributes two dusters and 
Putnam one of the same kind and a light 
gasser. One test in Logan county has 
been drilled deep enough to find the 
Berea grit formation but it has not 
been encountered. 

Upshur County. 

None of the tests drilled in Upshur 
county has as yet reached a producing 
formation. While few of the older and 
larger companies are backing the work 
in this county, they are not losing sight 
of it. It is outside the line of possi- 
bilities. Taylor county has a little test 
work under way. In Braxton county 
there will be some test work completed 
during the spring months. In _ this 
county, bordering on Lewis, a good 
deal of territory was tested soon after 
the Sand Fork discovery, eight or ten 
years ago, 

Personal Mention. 

Henry Cooper, of the oil producing 
firm of Kelly Bros. & Cooper, surpris- 
ed his many friends by the handsome 
plurality he received at the Republican 
primaries last Saturday when he was 
nominated for state senator from the 
40th district. His campaign was con- 
ducted in a quiet and unostentatious 
way and in keeping with his unassumed 
personality. Mr. Cooper is a man of af- 
fairs, marked ability and sterling man- 
hood and his constituents will have no 
oceasion to regret their choice when 
they elect him this fall. Tho organ- 
ization back of his nomination leaves 
no room to doubt his election. 

Joe H. Evans, vice president and 
general manager of the Devonian Oil 





Thursday, 


Company, with headquarters at Tulsa, 
Okla, is a Pittsburg visitor from the 
Mid-Continent fields. Mr. lMvans is 
very optimistic as to the future of Ok- 
lahoma. He thinks the new state has 
the most 'wonderful resources, both 
mineral and agricultural. As to the 
present condition of the oil industry 
he is of the opinion that the supply is 
outgrowing the demand and there is 
likely to be a reaction. He stated that 
the oil deposits of the new state had 
not been all discovered and they would 
keep finding new fields and congested 
pools for a number of years. He said 
that Oklahoma operators are very 
anxious as to the outcome of the Lou- 
isiana field and thought if they con- 
tinued to find gushers and extend the 
field it would have a depressing effect 
on the Mid-Continent field. 


Kentucky Tests. 

Across the West Virginia border, in 
Lawrence county, Ky., near Louisa, a 
test has been drilled through the Berea 
grit and the show of oil developed is 
so light that it will require a shot if 
it is to be saved from a place in the 
duster list. There are six or eight 
wells drilling or starting in Lawrence 
county. The theory advanced for this 
work is that the Berea grit formation 
extends on a southwest line from Lin- 
coln county and in several tests drilled 
in the same county, oil has been found 
in paying quantities. The wells drill- 
ing are distributed over a considerable 
area and will be, when completed, fair- 
ly good tests for a large section that 
has not been previously condemned. 

D: BW. 


OHIO-INDIANA. 


MAY SUMMARY OF OPERATIONS. 











Comp. Prod, Dry Rig Drg. To’l 

WOE csesnsns 22 263 3 10 23 33 
Hancock .. . 14 157 2 2 12 14 
OO ere 1 10 oe oe 2 2 
Auglaize 1 20 2 2 
Sandusky es 32 3 3 
Van Wert .. . 3 45 2 q 6 
Seneca .... 5 18 1 6 6 
Lucas.... +" ae = ‘. 1 1 
Wyandot .. 1 1 ‘ os <2 
OUOWE s.sse 3 20 si0 3 3 
Miscellaneous a 2 sa. ule oe 

OUR s s.cc0s 25 55 565 14 56 70 

Increase in completed wells, 9. 

Increase in production, 35 bbls. 

Increase in dry holes, 3. 

Abandoned wells, 115. 

Decrease in rigs, 5. 

Increase in drilling wells, 12. 

Net increase, 7. 

Average April wells, 13 1-4 bbls. 


Average May wells, 12 1-3 bbls. 





Creditable Showing. 

LIMA, O., June 13.—(Special.)—The 
Lima field of northwestern Ohio made 
a very creditable showing during May. 
Much rain fell during the month, but 
operators were not hampered to any 
great extent, as the figures show. The 
greater portion of the work during the 
month was confined to old developed 
territory. Two wells were drilled in 
Hardin county, which developed into 
light gas producers, located to the south 
of the Hancock county field. The best 
find of the month was a 100-bbl. pro- 
ducer for the Ohio Oil Company, on 
the Dewitt farm, in Portage township, 
Wood county, near Mermill and south 
of Portage. 

During May there were 55 wells com. 
pleted, with 9 dry holes and gas wells, 
and a new production of 565 bbls., 
against 46 completed wells, 6 dry 
holes and a new production of 530 bbls. 
in April. This is an increase in com- 
pleted wells of 9, 3 in dry holes and 35 
bbls. new _ production. During’ the 
month there were 115 old wells aban- 
doned, against 138 for April. 

In new work at the close of May, 
there were 14 rigs and 56 wells drilling, 
against 19 rigs and 44 wells drilling in 
April, showing a decrease of 5 in rigs 
and an increase of 12 in drilling 
wells, or a net increase of 7 in new 


work. 
The Lima Field. 


The most active development work 
in any portion of the Lima fields of 
northwestern Ohio is centered in old 
Wood county, along the Ohio Central 
railroad, between Mermill and Portage, 
in Portage and Liberty townships. The 
result of the drill in this once supposed 
salt water territory has been more 
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than encouraging, and quite a number 
of wells are being drilled. Town lots 
and small garden spots are coming into 
play and for a space covering quite a 
strip of territory there are many der. 
ricks. The late completions range 
from 5 to 100-bbl. pumpers. Some 
wells were drilled in this territory 
about twenty years ago but the salt 
water was in such great quantities 
that no oil could be secured and 
further operations were suspended. 
This small strip of territory lies be. 
tween two productive fields, and for 
years the Ohio Centra] railroad has 
been known as a dividing line for the 
two fields, there being a striv close to 
half a mile wide where nothing but 
salt water could be found in the earlier 
developments. The continuous pumpl 
ing of the old wells on both sides of 
this strip has exhausted the water to 
such an extent that the new wells are 
fairly good producers. Bloom town. 
ship is another of the more active 
spots of Wood county, and a number 
of wells are under way within the old 
gas limits. While the wells are not 
larga they are of the average kind 
that are usually found in an old field, 
and there being no extra expense for 
pumping them on power, they are con- 
sidered valuable assets. 


INDIANA. 


Summary of May Operations. 
Comp. Prod. Dry Gas Rig Drg. To’l 
3 SO ce oe 1 


Well® 2.0.5 2 3 
Blackford... .. oe «2 es oe 1 1 
Per 3 oe as z 8 3 
Adams..... 1 - es a ae 2 2 
Delaware 1 eS as Se oe 
Randolph 2 Ge seas 2 4 3 
MUEG ss ais. <.s:0e 13 6965 $3 .. 7 28 35 
Miscel..... 2 S was 1 2 3 
Totals.... 25 746 BS ss 12 38 50 
Total Apr. 27 t7e 6 6 14 36 50 
Difference 2 32 1 4 2 0 


Decrease in completed wells, 2. 
Decrease in production, 32 bbls. 
Decrease in dry holes, 1. 
Abandoned wells, 157. 

Decrease in rigs, 2. 

Increase in drilling wells, 2. 
Average April wells, 34 bbls. 
Average May wells, 37 1-2. bblu. 





Very Little Activity. 

MONTPELIER, June 13.—(Special.)-- 
The May figures show a slight decrease 
in completed work in the Indiana field, 
with a slight increase in new pro- 
duction, and less dry holes. The bulk 
of development work is centered in 
the southwestern section of the state, 
in Pike county, around Oakland City, 
and the heavy production comes from 
that end of the field. The older pro- 
ducing districts in the eastern part 
of the state show no activity whatever, 
but the good showing in the eastern 
section of Randolph county, near the 
Indiana-Ohio state line, should encour- 
age more development work there. The 
wells start at an average of about 50 
bbls. and have sufficient gas to keep 
them going. 

During May there were 25 wells com. 
pleted, with five dry holes, and a new 
production of 746 bbls. This is a de- 
cline of two completed wells, one less 
dry hole, and an increase of 32 bbls. 
over the April figures. There were 157 
old wells abandoned during May while 
April had 140 and March 221. In new 
work under way there is no change in 
the totals, there being 12 rigs up and 
38 wells drilling at the close of May, 
while at the close of April there were 
14 rigs and 36 wells drilling. 

Revorts are circulated that some test 
work will be started in the northern 
section of the state on Warren, Terre 
Coupe and Rolling Prairies, in the Kan- 
kakee valley between South Bend and 
Chicago. No wells have been started 
as yet on either of these three prairies, 
between South Bend and _ Laporte, 
which is a most beautiful country lying 
along the Lake Shore railroad, with 
New Carlisle in the center. 

Oakland City Field. 

OAKLAND CITY, June 4.—(Special.) 
—Work is progressing in the Oakland 
City field in Pike county, in the south- 
western part of Indiana. The late wells 
show an average of better than 50 or 
60 bbls. and are considered profitable. 
The field is gradually extending to the 
north into Patoka township, and runs 
a little west of north toward Peters- 
burg. The dry hole on the E. Martin 
farm, in the extreme northern part of 
the county, near Rogers station, drilled 
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by Houchins and others, in Washington 
township, gives that section of the 
country a bad look, as a producer was 
surely expected. Some years ago a test 
was drilled nearby and showed some Oil 
and when the Oakland City pool was 
opened up this territory looked to. be 
gilt-edged. . 

In Patoka township, Pike county, M. 
Murphy and others have a_ 100-bbi. 
producer in their No, 2, J. D. Grimes, 
and a 75.bbl. well in their No. 1, N. E. 
Coleman; the Shoup Oil Co.’s Nos. 4 
and 3, F. S. Wiggs farm, produced 75 
bbis. each and the Risen Oil and Gas 
Co.’s No. 5, Harland W. Keys farm, 1s 
a 75-bbl. producer, all being in section 
14, 

In Monroe township, Pike county, M. 
Murphy and others have a 50-bbl. well 
in No. 3, A. M. Henning farm, section 
27. The Ohio Oil Company has a 50- 
bbl. producer in No. 2, Thompson farm, 
section 23, and drilling No. 4, W. D. 
Mason farm, section 35. 

The Oscamp Development Company’s 
test on the B. Wilhelm farm, section 
22, is a 600,000 gasser. 

Southwestern Indiana. 

The test drilled by the Huntington 
Oil and Gas Company on the N, Ranch- 
en farm, section 33, Patoka township 
east of the Oakland City field, failed to 
show anything but salt water at a 
depth of 1,150 feet, and is among the 
failures. 

The well of the Hamilton Oil and Gas 
Company on the Frank Sanders farm, 
in the Jameson pool, two miles west of 
Sullivan in Hamiiton township, Sulli- 
van county midway between Terre 
Haute and Vincennes, shows for a very 
light pumper. 

The Fritz-Lynch Oil Company test on 
the T. J. Kightley farm, to the south- 
west about two miles from Hazleton, 
in White River township, Gibson 
county, that has been drilling into the 
sand for the past few months, and 
several times announced as a producer, 
has reached a depth of 2,100 feet and 
has a slight indication of oil. Some 
say that the test will pump about three 
barrels, and if so it shows that oil 
exists there and further development 
night open up another pool distinct 
from the Princeton or Oakland City 


pools. WHIT. 
MAY SUMMARY OF OPERATIONS. 

Comp. Prod. Dry Rig Drg. To’l 
LOGan occccces 5 5 <s oe 3 3 
WYNG: c:8.0:0ci00 8 99 2 6 10 16 
Welle sescee eas ve - 1 1 a 
Lawrence ...... ° 2 5 7 
Total ..cess 13 149 2 9 19 28 


Increase in completed wells, 2. 
Increase in new production, 76 bbls. 
Decrease in dry holes, 2. 
Decrease in rigs, 2. 

Increase in drilling wells, 6. 

Net increase, 4. 

Average May wells, 13 1-2 bbls. 
Average April wells, 10 bbls. 





, Considerable Wildcatting. 

SOMERSET, June 13.—(Special.)— 
The May report of the Kentucky- 
Tennessee field shows a slight in- 
crease in the number of wells com- 
pleted, and double the production in 
April. There were 13 wells completed 
during May, and a new production of 
149 bbis., and in April 11 wells com- 
pleted, 4 dry, and 73 bbls. new pro. 
duction. In new work at the close of 
May there are 9 rigs and 19 wells 
drilling, against 11 rigs and 14 drilling 
wells in April, showing a net gain of 
four. 

Wayne county still maintains the 
lead in operations, but Logan county 
must be watched, as the wells there 
are average producers and the pros- 
pects, according to reports, are better 
than any known point in Kentucky at 
the present time. Five wells have 
been drilled on Rawhide creek, in Logan 
county, about 15 miles from Green- 
ville, that show an average production 
of 10 bbls. to the well. There are 
three wells drilling. 

During the month the New Dominion 
Gas and Oil Company drilled in a 
wildcat well several miles in advance 
of the producing wells of Mock Creek 
county, Parmleyville end of the Wayne 
county field, that produced 30 bbls. 
Since this well was brought in there 
has been a rush for territory in that 
particular section of the country. In 
the Mount Pisgah district of Wayne 
county the Wood Oil Company drilled 
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in two 20-bbl. pumpers on the Joseph 
Hurt and F. B. Dobbs farms. Both are 
in defined territory. 

In the Lawrence county field, in the 
exterem> eastern section of the state, 
in the Big Sandy valley, near Louisa, 
there are seven wells under way and 
rigs building. Three of the wells are 
due to get the sand and when com- 
pleted more will be known of the pros- 
pects of the territory. Should good 
wells be found among them the field 
will attract attention, being located 
so close to the producing fields ot 
West Virginia. 

Some lesser work has been done in 
Hancock county, in the extreme north. 
ern part of the state, across from 
Indiana, in the vicinity of Hawesville, 
and a couple of tests will soon be 
started. Leasing has also been done 
in Magoffin, seveital thousand acres 
having been picked up there lately. 
The talent is rather slow in wildcat 
work in all sections of Kentucky. For 
years large blocks of land have been 
leased, and after that the territory 
has been forgotten. WHIT. 


UTAH. 


That much interest is being taken 
in the Utah field is evidenced from 
the fact that several people have re- 
eently left California and tuken up their 
abode in that section. Mr, James R. 
Martin, now of Bluff, Utah, who has 
had long experience in the Kern River 
field, and who has written a descriptive 
letter of that country, sends The Oil 
and Gas Journal the following account 
of operations there at the present time: 

“Since my last letter there has been 
a number of new companies organized 
to operate in this field. The Brice well 
No, 1, which at 450 feet showed a 20- 
bbl. production, is being deepened and 
is showing up finely. They are now 
down over 600 feet and have passed 
through several more oil-bearing strata. 

“Col, A. C. Ellis, of Salt Lake, who 
is the pioneer in this field, has shipped 
a gasoline engine to be used in pump- 
ing their No. 1 well, which was the dis- 
covery well of these parts. A. test of 
the engine was made by the Fair- 
banks-Morse people in Salt Lake, us- 
ing the crude oil taken from this well, 
which was very satisfactory. 

“The San Francisco and San Juan 
Company, of San Francisco, is to be- 
gin active development work again at 
once. They have a heavy Star rig and 
expect to drill a deep test well on their 
property. 

“The Connecticut Oil Company, 
Oakland, Cal., has a No, 5 Columbia on 
the gvound and is getting ready to in- 
stall a pumping plant and begin active 
work. They contemplate a 1,300-foot 
hole this summer. Messrs. Ellis & 
Goodridge are getting ready to put up 
a large tank and pump water for town- 
site purposes and to furnish water for 
the operators in their vicinity. H. I. 
Peterson, of the Navajo Oil Company, 
is here to start their new Columbia 
No, 5 in the Northern portion of the 
field. 

“A party of California capitalists 
came in with Mr. Peterson the first 
of the week and left for California to- 
day. The party consisted of Wm, FE. 
Woolsey, of Berkeley, who is interested 
in the Santa Maria field, and a heavy 
operator; Charles L. Merrill, postmaster 
at Berkeley; G. W. Skilling and Mr. 
Slater, president of the Redwood Oil 
Company, who have some promising 
territory here. Mr, Woolsey and Mr. 
Merrill are both officers in the Pin- 
acle Oil Company, which recently ac- 
quired 320 acres of land in the Good- 
ridge basin. They expressed them- 
selves as pleased with the prospect 
here, and expect to begin the develop- 
ment of their property at once. Mr. 
Skilling purchased two tracts of land 
while here and expects to be in the 
field with a strong company in the near. 
future. Mr A. L. Raplee, a pioneer, is 
building a five-room stone cnitage on 
his property near the Mexican Hat, 
which shows his faith in this field. 
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“Operations on the Galloway well, in 
the northeastern portion of the field, 
they have 
ordered a new 2,500-foot cable. They 
have a showing of gas and oil and ex- 
pect to go deep enough this summer to 
thoroughly test their ground, 

“Atter July 1, we will have a daily 
mail from Cortez, Colorado, and Mr. 
Butts, of this place, who has the new 
contract, contemplates putting on a 
60-horse power auto to carry mail and 
passengers. This will be a great help, 
as then it will only be a short trip from 
the railroad.” 





ANOTHER WYOMING PRODUCER. 
Special to The Oil and Gas Journal, 

Evanston, Wyo., June 2.—The Stand-- 
ard Reserve Oil Company tapped the 
sand at about 700 feet in No. 7 weil this 
morning. The oil flowed over the rig, 
ignited from the boiler, and burned the 
entire outfit. Chauncey Morgan, the 
driller, was badly burned, 

TEXAS WYOMING OIL Co. 
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every state and district in the United 
States where oil and gas are produced. 
To do this it is necessary to havea 
personal representative who knows 
something of the practical end of the 
oil business to prepare the report so 
that producers, pipe line and refinery 
people will understand at a glance that 
it is real oil field news. This effort 
means a large staff of field reporters 
—something that only one newspaper 
in the world has ever before attempted 
and executed—the Oil City Derrick. 
The Oil and Gas Journal has joined 
with the Derrick to extend the scope 
of these field reports, bearing part of 
the cost, to the end that what might 
have been otherwise impossible may 
be obtained and the thousands of peo- 
ple engaged in the oil and gas industry 
will be able to secure, at a minimum 
cost, a fairly complete record and his- 
tory of the business. It thus becomes 
a miniature Associated Press service 
exclusively devoted to gathering and 
disseminating oil and gas news. And 
the methods of the Associated Press 
will be followed in getting reliable 
news, free from local, personal ané class 
bias. The cost of maintaining a trade 
journal of this character is heavy and 
continuous, but it is confidently be- 
lieved by the publishers that the trade 
needs such a representative paper and 
will be glad to have an opportunity to 
subscribe for and advertise in it. If 
this belief is warranted there can we 
no question about the financial suc- 
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The Oil Investors’ Journal has ceas- 
ed to exist as a distinctive title, but 
the publication founded and continued 
for eight years by Holland §. Reavis 
with that title, at the beginning of its 
ninth year, becomes The Oil and Gas 
Journal. To meet the distributing 
necessities of an expanded field the 
publication office has been established 
in Tulsa, Oklahoma, the trade metrop- 
olis for the second largest producing 
oil and gas field in the world. The 
previous periods of issue, twice a 
month, have been shortened to an is- 
sue every week, fifty-two issues a 
year, and the size of the paper increas- 
ed for greater convenience in the ar- 
rangement of reading matter and ad- 
vertisements, also as an improvement 
in appearance. When the _ present 
management bought The Oil Investors’ 
Journal the subscription price was $4 
a year for 24 issues of a page area of 
30 inches. After due deliberation it 
was thought best to increase the page 
area to 48 inches, four 12-inch columns 
to the page. The increase of more 
than one-third in size and more than 
twice as many issues during the year 
naturally increases the cost of preparing 
the vaper, but $4 appeared to he exces- 
sive for a trade journal, and the sub- 
scription price is fixed at $3 a year for 
52 issues. The patrons of the pap-r are, 
therefore, getting considerably more 
for their money than before, if it is 
admitted that the publication is as in- 
trinsically valuable now as it was be- 
fore. 

The Oil and Gas Journal essays to 
print regularly. reliable reports from 


It will take several months to prop- 
erly adjust all the working details of 
a business covering so much territory, 
but no effort will be spared to get it all 
running smoothly at an eary date, 
when it is believed that the quantity, 
quality and value of the matter con- 
tained in The Oil and Gas Journal] will 
equal if not surpass that of any other 
trade journal printed. 

It is no trouble to answer questions 
and as far as the knowledge of the 
editor, business manager and corre- 
spondents extend, any information de- 
sired, not appearing in the regular is- 
sues of The Oil and Gas Journal, will 
always be cheerfully given. Also, 
any isolated item of news encountered 
by operators, wildcatters and prospect- 
ors in their rambles over the face of 
the earth will find ready space some- 
where in any issue of this journal. 

It is the intention of the manage- 
ment to have every issue of the paper, 
as soon as the departments are com- 
plete, contain illustrations of interest 
to the readers, from half-tone engrav- 
ings. Readers may help in this de- 
partment by sending photos and ko- 
dak pictures not obtainable through 
ordinary channels. 

A department will be dedicated to 
chronicling the death of persons con- 
nected with the 9il industry, and no- 
tices of this character may always b2 
forwarded to the office of publication 
or to the regular field reporters. All 
the people engaged in the business 
may feel personally interested in the 
making and success of the news fea- 
tures of The Oil and Gas Journal. 

Single copies of The Oil and Gas 


Journal may be obtained at news 
stands for 10 cents. 





CONSERVATION. 





It has just about gotten to a point 
in this country where living—the mere 
physical act of existence—is something 
of a burden to the person charged wii! 
the duty of caring for a family re- 
spectably and comfortably. There 
are sanitary restrictions that do not 
sanitate; there are pure food regula- 
tions that permit all sorts of artificial 
fakes to be labeled; there are orders, 
unions, societies and commissivns 
working overtime to compel the hod- 
carrier and the section-hand to strive 
for the higher lige; there are organi- 
zations of every avocation that pro- 
duces and seils things to compel all 
persons who buy to pay more for what 
is bought; there are numberless or- 
ganizations of boosters who khnuck the 
other fellow’s game; there are so- 
cieties striving for more holidays and 
shorter hours that make scnie poor 
devils work overtime Sundays, there 
are solicitors gadding abou: in auto- 
mobiles asking money from laborers 
who have to walk a mile to their work 
that Russians, Polacks, Chinese and 
Japs be brought to the United States 
for benevolent assimilation; and then 
there is an army of political appoint- 
ees scouring the wildernesses and 
deserts of the West and North girded 
about with the laudable ambition, and 
a good salary, of trying to keep some 
citizen from a livelihood while he is 
reclaiming a few acres Of arid land or 
playing a losing game of searching for 
mineral deposits, officially known as 
conservation. One must be many gait- 
ed as well as a pacer to reach all these 
goals set for human endeavor, and in 
addition must be frugal and energetic 
if he desires to be in good standing 
and avoid suspension for non-payment 
of dues. The cost of living has indeed 
increased, if by living is meant the do- 
ing of all those things done by one’s 
neighbors and associates or that one 
is asked and urged to do by neighbors 
and associates. 

There is undoubtedly great need of 
some conservative force: and power 
that will operate through practical 
methods for the preservation of this 
generation’s resources to the end that 
the next generation, which we call 
posterity, may be equal to the emer- 
gencies which will confront it. By 
reason of many theories and fads, per- 
haps specious and devious, there has 
come to be more than one opinion about 
what conservation means, and the in- 
tegrity of political parties and nation- 
al policies is seriously threatened and 
men’s reputations are involved. Where- 
upon we are prone to ask if the welfare 
of human beings should be subjected 
to some fellow’s notions about the 
value of a few acres of scrubby tim- 
ber so far from wood and water that 
a cowboy or prospector couldn’t reach 
them without a grubstake. 

As the game of conservation is _— 
ed just now it is open to suspicion for 
being loaded—not on the level. For 
one thing, the things that are sought 
to be conserved are all located in the 
West, in regions inaccessible ro the 
persons for whom they are reserved 
against the persons who are able to 
reach them, while the conservationists 
are all in the East. It’s a long dis- 
tance call and the wires are not work- 
ing. For another reason, there is dis- 
crimination in selecting the things to 
be withheld from common _ use, and 
the right of certain persons to inject 
their persona] likes and dislikes into 
the designation of who shall and who 
shall not profit through the use of cer- 
tain lands and products is questionable, 
both from a moral and a lawful view- 
point. For instance, gold, silver, tin, 
copper, grass and some other natural 
nroducts are held by these convervation 
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connoisseurs tc be fit for exploitation 
and prospecting with anyone’s money, 
but, by the same token, oil, gas, as- 
phaltum and coal are full of danger 
for curious humans and must per- 
chance be sequestered and doled out 
cxly as the aforesaid connoisseurs have 
a hunch. Wherefore the classification? - 

For some reason that has never been 1 
satisfactorily explained oil and gas | 
have been separated from the other 
hidden resources of the earth for ex- 
ploitation by the persons who have 
temporarily been clothed with a little 
authority. One man, or a combination 
of persens, may prospect for and find 
earloads of gold, silver, copper, tin ij 
diamonds, and other precious stones, 
or One may fish and hunt for profit, 
graze cattle, farm, promote _ fake 
schemes or do many other things and ' 
keep all that is found. All these are i 
ethically moral and commendable as { 
enterprises. But let some “broke” 
wildeatter discover enough oil to 
color the water or gas enough to singe 
his whiskers, and the connoisseurs Ri 
view with alarm the encroachments of 
canital and scent a _ conspiracy, the 
while they “frisk” the wildcatter who ) 
unluckily found oilinstead of diamonds. 
In New Mexico half a million acres 
are withdrawn because five barrels of 
oil is discovered. In Texas 2,000,000 
acres are withdrawn by the state and 
a value of $50 an acre placed because 
a little oil showed. In California large 
areas are sought to be withdrawn long 
enough to make someone pay a bonus 
for oil, with gold miners immune. 

New England, Pennsylvania and 
other eastern states, after the Indians, 
the lands, the minerals, the timber and 
all the resources furnished by nature 
have been taken over, assimilated and 
sequestered, have builded colleges 
and founded societies from which em- 
anate persons who are now jealous lest 
some hardy prospector make a grub- 
stake from land that would jar a goat. 

It must he that they feel they are 
making a vicarious atonement for the 
covetousness of their ancestors, the 
while the congregation pays the ex- 
penses. 


© 





CONSERVE THE INDUSTRY. 


There is a wide field for activity, 
by the people who are engaged in some 
one of the branches of the petroleum 
industry, in the direction of conserv- 
ing energy. Since Colonel Drake found 
oil a world of energy has been loosed 
and a mint of money expended and 
one of the world’s greatest industrial 
factors is established. It must be 
readily admitted that all the affairs of 
men would be sadly demoralized if : , 
oil and gas were suddenly withdrawn 
from their common uses, which ad- 
mission brings one to the thought: 
Have the people engaged in the in- 
dustry improved their opportunities? 
Looking back over a period of half a 
century there is a record of more dis- 
cord and jealousy than many other 
lines of effort disclose, which means a 
waste of energy that might be direct- 
ed toward the betterment of individual 
and collective environment. 

The petrcleum industry, by reason 
of the important part it bears in the 
progress of nations, deserves a more 
dignified recognition than is frequent- 
ly accorded it. Petroleum interests 
play a shabby genteel part when they 
appear in public, before state and fed- 
eral bodies politic, either as applicants 
for legitimate favors, to ask for rights 
denied, or to defend assailed estates. 
It is more than probable that a close 
analysis of the causes that lead up to 
these recurring frictions would dis- 
close some inherent weakness of pro- 
cedure adopted by the people who com- 
pose the industry itself, some vital in- 
difference toward fundamental or- 
ganization. It is quite apparent that 
there is a lamentable lack of cohesive 
co-operation between the allied branch- 
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es of the industry when serious prob- 
lems force themselves for solution. 
Even the imaginary lines that divide 
states, and in some instances counties, 
become firing lines that bring many 
cripples to the hospitals of public 
sentiment, leaving scars that mar. 
Must we admit that vulgar selfish- 
ness prompts these unseemly dis- 
turbances? 


There should, ordinarily, be no dif- 
ferences of opinion between produc- 
ers that will lead to serious pecuniary 
losses and personal estrangements. 
Likewise, there should come - between 
refineries no such radical differences 
of mind as to disrupt business re- 
lations and industrial progress. 
Neither should pipe line interests clash 
so seriously as to lose needed profits. 
In a final analysis each interest is 
really so dependent upon the other that 
a broad spirit of tolerance would easily 
bring prudent settlements of disputed 
methods. Primarily, if individual self- 
isimess is eliminated, it becomes 4 vers 
simple task to explain to legislatures 
and tribunals the normal rights of the 
industry made plain by the forces of 
nature itself. The producing of Oi] in 
Pennsylvania is as simple a process to 
the experienced operator in Illinois as 
is the producing of .corn or hogs in 
either state to an experienced farmer. 
This fact is so plain to the ordinary 
layman that he is lost in wonder and 
amazement and confounded by the 
mass of conflicting statements offered 
by men with édentical environment. To 
the congressman, the legislator, the 
jury and the farmer these _ personal 
opinions are irreconcilable, and in the 
end they are brushed aside by the ver- 
dict that the whole proposition is a 
personal squabble for pecuniary ad- 
vantage—a sort of family row that en- 
titles the disputants to be equally pen- 
alized and sent home with an admoni- 
tion to go out into the back yard and 
settle it. 


The Oil and Gas Journal has essayed 
the somewhat difficult task of trying 
to represent fairly and _ consistently 
each and every interest involved in 
the oil and gas industry, delocalized 
and depersonalized, by the presenta- 
tion of -all the material facts of de- 
velopment and intelligent progress of 
@ great and _ international business. 
Within the decade the industry has 
expanéced to houndaries where no one 
combination has a monopoly, hence the 
monopoly argument is not now relevant 
as a final excuse for local failures. 
There are now sO many _ reputable 
agencies in the pipe line, the refining 
and the distributing branches of the 
petroleum industry that no one can 
possibly control to the exclusion of 
rurt or all of the others, There are 
so many more producers than pipe 
liners and refiners and marketers that 
by sheer force of personality and 
numbers they can exercise a protect- 
ive control over their own destinies if 
they seriously and intelligently essay 
the task; provided always, however, 
that equity governs. The natural pre- 
sumption is that all these related in- 
terests are legitimate and entitled ta 
recognition, and The Oil and Gas 
Journal will follow the presumption to 
its logical conclusion, as the one na- 
tional representative of all interests. 
This much is due to be promised at 
the outset, and the character and con- 
sistency of the field news must consti- 
tute our only assurance that the pat- 
rons and public are getting all that is 
their due and equitable allowance. 
The oil and gas industry is not pri- 
marily either a Republican or a Dem- 
ocratic industry, therefore this journal 
is not primarily a parttsan nor a de- 
nominationa] organ. Neither is it a 
prohibitionist just because the publi- 
cation office is domiciled in a “dry” 
state. It would be unseemly, it ap- 
pears to us, for The Journal to fall out 
with Smith because Jones is sore at 
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him, Smith, in the meantime, having 
successfully avoided police court, 





The California Plan of organization 
for oil producers is an_ interesting 
study because it is somewhat different 
from most of the many organizations 
that have been formed in other fields. 
That it may prove more successful, at 
least more beneficial to the majority 
of the members, cannot be questioned 
satisfactorily until time has matured 
the association and brought finished 
results. One fact, however, is almost 
immutable—human nature works auto- 
matically. The downfall of every or- 
ganization of oil producers may be 
traced to the selfishness of some mem- 
bers and the jealousy of others, two 
factors in co-operative enterprises 
that seem ineradicable. If the Cali- 
fornia producers canadjust the natural 
discrepancies in small and big pro- 
ductions and avoid discrimination 
they will have come very near to a 
successful solution of the problem that 
confronts them, but almost at the 
outset the small producers have been 
asked to subordinute themselves. to 
several heavy producers, both as to 
the quantity of oil taken care of and 
the price paid for it, a plain discrimi- 
nation, and one the inherent danger 
of which is not lessened by the fact 
that the small producer’ cheerfully 
agreed that it was advisable and quite 
necessary to show the favors. Co- 
operation is merely an elaboration of 
nersonal friendship that implies per- 
fect congeniality and absolute im- 
vartiality. It is the salt of the earth 
in companionship, but when subjected 
to the strain of commercial sacrifices 
the history of ages fails to record any 
instance of successful resistance. 





UNITED STATES PRODUCTION. 


For May, in all fields in the United 
States, there was an increase of 152 
wells completed, an increase or 9,206 
bbls. new production, and 8 more dry 
holes and gassers, estimating part of 
the California field. The totals, by 
states and divisions, is as follows: 





Dry 

Comp, Prod. Gas 

Pennsylvania fields ....... 655 7,082 186 

i, ere rere 8.091 43 

Mid-Continent fields . 31,935 , 72 

Cavifornmia (eGt.)  esicwacacas 150 44,400 21 

HUET CORSE ae cicewicicaeneee 53 3,255 20 

SUMURPERS cguareacsse:.  eratexd-slececala 1.534 94,763 342 

Teter RO seed ennnnas 1,382 85,557 334 
DPPOPOREO 1 ineie.6 sie wre Seiwiere 152 9,206 


Our advices from California cover 
the May production from the five 
principal producing districts, showing 
an increase over April, and if the other 
districts maintain the April production 
there is an increase in that state of 
about 14,000 bbls. over April. About 
25,000 bbls. a day went to storage. In 
the Mid-Continent fields about 10,000 
bbls. a day was tanked. There is an 
increase in new work in the Mid-Con- 
tinent fields and the Eastern fields are 
just about holding their own. 

The last cut in the prices of Eastern 
crude, 5 cents on the best grade, 2 
cents on all other grades, will have a 
cents on all other grade, will have a 
tendency to restrict drilling in those 
fields, esnecially in the more exnpen- 
sive deep sand districts. There has 
been no decline in the price of Okla- 
homa crude for some time and it does 
not appear logical to expect any. as 
conditions are now, as the reduction on 
Eastern oil is generally charged to a 
readjustment of prices for uniformity. 
OwMahema crude. being the lowest. mav 
rest easy while the top is being shaved. 





PETROLEUM CONGRESS. 





The Journal is in receipt of a letter 
from the secretary-general of the In- 
ternational Petroleum Congress asking 
whether sufficient inducements might 
not be offered to secure the next meet- 
ing of the congress, in 1911, in tne 


— Particularly, the 


United States. The letter follows: 

“Bucharest, May 18, 1910.—Dear 
Sir:—In my capacity as general sec- 
retary of the Third International Con- 
gress of Petroleum, in 1907 at Buch- 
arest, Roumania, I beg to remind you 
that it has been arranged that the 
fourth congress should take place in 
Galicia in 1910. For various reasons 
the provisional committee finds itself 
forced to announce that the fourth con- 
gress cannot meet at the date fixed, 
the Galician committee asking for a 
delay which would not be conducive 
to the interests of the petroleum in- 
dustry. 

“We, accordingly, the committee of 
the third congress, who are responsible 
for the arrangement of affairs until 
the next congress, have considered 
whether it could not be managed that 
the fourth congress should meet in 
1911 in the United States, a region 
very interesting from the standpoint 
of the science of petroleum, and or par- 
amount importance for the industry. 
We wrote to Dr. David T. Day, mem- 
ber of the international commission 
for unification of methods for the an- 
alysis of petroleum, and he replies that 
he thinks that it could be arranged, 
with much profit for the science and 
industry. de 

“We now beg to ask you, as one of 
the most important people in the pe- 
troleum industry, if you would let us 
know whether you approve of the idea 
of holding the fourth International Con- 
gress of Petroleum in the United 
States, and whether you would afford 
us help and support in realizing this 
idea. The congress at Bucharest was 
under the patronage of the government 
and at the same time had both mate- 
rial and moral support from all those 
engaged in the petroleum industry 
without whose help no good results 
could have been attained. The con- 
tributions of private individuals in- 
terested in petroleum, of geologists, 
chemists, technicians, etc., are, for such 
a meeting, of more value and more to 
the point than the assistance given by 
the state through its scientific and ad- 
ministrative institutes. 

“We who have assisted at and or- 
ganized the former congresses: Paris 
1900, Liege 1905, Bucharest 1907, know 
the good results for science and in- 
dustry obtained from these congresses, 
Bucharest congress 
took means to promote the study of 
several general scientific problems, the 
results of such study to be laid before 
the fourth congress fixed for 1910. We 
mention only the chief question: The 
Unification of General Methods and 
Apparatus for the Analysis of Petrol- 
eum and its Derivatives. This ques- 
tion, together with the nomenclature 
of the petroleum products, etc., was 
studied, since the congress, by an in- 
ternational commission working un- 
interruptedly and helped by national 
commissions in every country. In this 
way plenty of material was obtained 
for consideration and discussion at 
the fourth congress. 

“In case you should view with favor 
the holding of a congress in America 
in 1911, we beg you to discuss the 
question with the other responsible 
people interested in petroleum (we en- 
close a list of those to whom we have 
already written) and organize a com- 
mittee to begin the preparations for the 
meeting of the fourth congress. We 
should be much obliged by an early re- 
ply. Very sincerely, 

“Cc. ALIMANESTIANU.” 

The average oil man is probably not 
interested in such a congress, but 
among those who make the scientific 
end of the business a study such a 
gathering would be of great interest. 

The secretary general makes it 
plain that some inducements should be 
offered by those interested in the bus- 
{iness, and he is awaiting replies from 
this country before the meeting place 
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is definitely decided upon. The di- 
rector of the United States Geological 
Survey has taken up the matter and 
requests an expression of opinion from 
those most vitally concerned in the 
question. 





IN THE COURTS. 





Pierce Was Ill._—Hearing of the Ok- 
lahoma suit against the Waters-Pierce 
Oil Company at Enid was _ postnoned 
until June 15 because Clay Arthur 
Pierce, president of the company, was 
ill at St. Louis. 

Suit on Note.—At Independence, Kas., 
the Naticnal Supply Company entered 
suit against W. J. Collier, John Smith 
and A. Hickok, doing business as W. 
J. Collier & Co., for $1,007.61, alleged 
to be due on unpaid notes. 

Ask Damages.—The Eastern Iron and 
Supply Company, with a plant in the 
“Y” at Bartlesville, Oila., suffered luss 
by fire and has sued the Santa Fe and 
Katy railroads for $1,694.20, alleging 
that the fire was due to negligence on‘ 
the part of these confpanies, 

Lost Some Pipe.—The Frisco railroad 
is made defendart in a suit filed by A. 
A. Little of Independence, Kas. The 
complaint alleging that 120 pieces of 2- 
inch gas pipe were lost in transit and 
$231.61, with intcrest, is demanded. 

In Bankruptcy.—Bankruptcy  pro- 
ceedings were brought, in the federal 
court at Fort Scott, against F. J. Hor- 
ton, of Iola, a large stockholder in ce- 
ment and gas properties. The pro- 
ceedings were brought by Kansas City, 
St. Louis, St. Joseph and Leavenworth 
banks. Horton’s liabilities are $62,- 
854. The National Bank of Commerce 
of Kansas City put in a claim of $30,- 
000 and the First National Bank of 
Kansas City for $40,009. 


Sued For Money.—Melissa Thomp- 
son, of Peru, Chautauqua county, 
Kas., has brought suit against W. 
H. Milliken, lessee from L. A. 
Lockwood, A. C. Dana, D. E Rath- 
bun and C. W. Goss, who are in- 
cluded as defendants, to recover $100,- 
000, as damages to lots 5 and 6, sec- 
tion 6-35-1, Chautauqua county, for 
the crude oil alleged to have been re- 
moved from the land. The sheriff se- 
cured personal service upon Mr. Milli- 
ken. “Bill” smiled, as usual, and drove 
on, 

Suit for Damages.—Lawrence C. Hi- 
vick has filed suit in the district court 
at Tulsa, Okla., against James Chap- 
man and R. M. McFarlin for damages 
to the amount of $4,100 as a result of 
collapsed casing in a well on the Bru- 
ner allotment in Hughes county, Okla. 
Hivick claims that in December, 1908, 
he was drilling a well on the above 
property and at 1,180 feet he cased 
with what proved to be defective cas- 
ing. The casing collapsed and as a 
result the tools were left in the hole. 
He sues to recover the above amount 
for the loss of his tools and time in 
drilling the well. 

For Tanks and Oil—The National 
Oil and Development Company, of 
Tulsa, has filed suit in the district court 
against Frank J. Boudinot of Fort 
Gibson, the Oklahoma State bank of 
Muskogee and several Washington, D. 
C., business men, for the recovery of 
$14,488.43, alleged to be due for steel 
tanks furnished and the storage of 
35,000 barrels of royalty oil from June, 
1908, te May 10, 1910. Plaintiff asks 
that a lien be granted on the stored oil 
to secure the claim. The property in- 
volved is a 40-acre tract of the Zeke 
Moore 160-acre allotment in the Glenn 
pool, R. C. Adams, the Delaware In- 
dian, being interested with Mr. Boud- 
inot in the ownership of the land. 

Owed Broken Bank.—In connection 
with the failure of the First State bank 
at Kiefer last Decemper, resulting 
from the failure of the Columbia Bank 
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and Trust Company at Oklahoma City 
and the failure of the Farmers Na- 
tional bank of Tulsa, Bank Commission. 
er A. H. Young last week instituted 
suit to recover on notes a total sum of 
$12,000 loaned to the Chaser Oil and 
Gas Company, the Dudley Oil and Gas 
Company, the Jolie Oil Company, the 
Bingo Oil Company, the Ella Oil Com- 
pany, and against E. F. Blaise and 
associates operating as the John Hold- 


en Lease. Receivers are asked for the 
Holden Lease and the Chaser Oil 
Company, 


Lease Rights—Judge Brown, in the 
district court at Bartlesville, in an 
action involving the Owen Oil and Gas 
Company, of Caney, Kas., has decided 
that in order to enforce penalties for 
failure to drill within one year the 
stipulation must be contained in the 
lease. Failure to put in the lease 
agreements governing the operation of 
the property estops the secretary of 
the interior from enforcing, or attempt- 
ing to enforce, regulations and penal- 
ties not covered in exact terms by the 
lease agreement or contract itself. 
This ruling is in conformity to the pre- 
ponderance Of decisions in all the states 
where oil and gas are produced from 
leased lands. While there has never 
been any doubt among’ experienced 
operators concerning the _ statutory 
relation of interior department regu- 
lations in Oklahoma, there has been 
much confusion of interpretation and 
some fear of the regulations. 

Dismissed the Case.—In a hearing 
at Beaumont Tex., of the case of the 
Texas-Paris Oil Company vs. W. L. 
Thompson, Judge Pope sustained all 
the defendant’s exceptions and de- 
murrers to the plaintiff’s pleading and 
dismissed the case. It was sought in 
this case to set aside the judgment and 
precedent orders in the case of W. L. 
Thompson vs. Texas-Paris Oil Com- 
pany entered two years ago, in which 
T. J. Baten had been: made receiver of 
the defendant company and to set aside 
the sale by receiver of two Texas and 
New Orleans railway sections of land 
to S. W. Pipkin for $2,500. Judge Pope 
sustained defendant’s demurrer prin- 
cipally on the ground that the Texas- 
Paris Oil Company had forfeited its 
franchise for nonpayment of the fran- 
chise tax due the state, and that the 
corporation, under the statute, could 
not file suit or appear in court. 
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Company Organized.—Papers of in- 
corporation were filed by the Phoenix 
Oil Company. Ohio corporation. The 
company will deaij in the oils and lub- 
ricants and is capitalized at $150,000. 

Supply Factory.—W. C. Norris, of 
Tiona, Pa., is starting a factory in 
Tulsa to manufacture’ sucker-rods, 
pull-rods and specialties for oil well 
use. The factory will be ready for 
work in about 60 days. 

New Shop at Ramona.—c. E. Menzie, 
J. B. Hinkle and others have embarked 
in the oil well shop field and organized 
the Ramona Machine company, at Ra- 
mona, Okla. They have a completely 
equipped repair shop which is now in 
full running order. 

Stores to Delaware.—aAll of the sup- 
ply business of the shallow sand field in 
Oklahoma has been handled from No- 
wata, but Delaware is now coming into 
the lime-light, and the principal sup- 
ply companies are preparing to locate 
stores at that point. 

Bigheart Refinery Damaged. — The 
refining plant of the Southwestern Re- 
fining Company, at Bigheart, Osage 
reservation, was nearly destroyed by 
fire starting around the boiler last week. 
Local people operate the plant, which 
has a capacity of 100 barrels of crude 
a day. 
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A Tank Steamer.—The Union Oil 
Company, San Francisco, has purchased 
the dredge Thomas, which will be con- 
verted into a tank steamer for use on 
the Pacific coast to transport fuel oii 
to Portland for uSe on the northern 
railroads, several of them having just 
closed contracts. 

Lightning Damage.—Last week, dur- 
ing a severe electrical storm, a num- 
ber of 250 and 1,600-bbl. field tanks 
were struck by lightning in the Chil- 
ders district and destroyed, with con- 
tents. Two 1,600-bb]. tanks were also 
destroyed in the Taneha district. So 
far in 1910 the storm damage has been 
exceedingly light in the Oklahoma 
fields. 


New Offices at Sapulpa.—Better to 
facilitate the handling of its accounts, 
the Bovaird Supply Company, of Inde- 
pendence, Kansas, has increased its 
office force at its Sapulpa, Oklahoma, 
store and it is probable that J. P. Flan- 
agan, secretary and treasurer of the 
compiuny, will make his headquarters 
at that point. O. D. Hennige will also 
be located at Sapulpa, while M. W. 
Bovaird will do the heavy work at In- 
dependence. 

Advertise Your Books.—The Journal 
is in receipt of a letter from a 
gentleman at Shreveport, La., as 
follows: “Have you a list of books on 
oil refining, transportation, etc.? I 
would like several books on the sub- 
ject, dealing with it in both a practi- 
cal and technical manner.” Here is a 
chance for authors and publishers to 
sell some books. The Journal will 
gladly mail an advertising rate sheet 
to anyone desiring it. 

Once More.—The old-timer, C. D. 
Webster, has started up his small re- 
finery at Orange, Tex, making axle 
grease. It is a plant built near Jen- 
nings, La., several years ago and soon 
closed. Mr. Webster’s first venture in 
the West was at Humboldt, Kas. He 
then built a small plant at Tulsa, then 
one at Okmulgee, and about a year ago 
went to Louisiana. He recently se- 
cured a contract to supply the govern- 
ment 135,600 gallons of oil at Panama. 

Gauging.—George Carden, J. Metz- 
ler and Dallas, Tex., associates are ne- 
gotiating for the Chanute Oi] Company’s 
property in the shallow sand field near 
Delaware, heing all the McClure allot- 
ments in section 25-27-15, on a hasis 
of $250,000. Five wells, strong pro- 
ducers, have been completed on the 
Bertha McClure 80 acres, the total acre- 
age involved being 320. The Carden 
syndicate has invested several hun- 
dred thovsand doljlars in the north end 
of the Delaware district and has good 
producing acreage. 

Bought Property.—L. H. ‘Thornton, 
of Wellsville, N. Y., has purchased the 
Modern Oil Company’s Silver Lake 
leases, with two producing wells, for 
$24,000, and the Dutch Whiteturkey 
lease, west of Dewey, from W. R. 
Hamilton, for $45,000, with 16 produc- 
ing wells, daily production about 200 
bbls. Mr. Thornton has been interest- 
ed, with several Allegany county op- 
erators, in shallow sand production 
that has been profitable. Mr. Hamil- 
ton, who is interested in a machine 
shop at Dewey, will visit Wyoming. 

Closed Out In Illinois —The Frick- 
Reid Supply Company has closed out 
its stores in Illinois and relinquished 
that field, because of the lessening bus- 
iness for supply houses there. Presi- 
Cent Joseph Reid, of Oil City. with 
Vice-President Frick and T. J. Hadley, 
has completed a tour of the territory 
covered by the company’s. oper- 
ations. The Oklahoma headquarters 
of the Frick-Reid Supply Company 
are now in Tulsa, in the new Drew 
building, a more convenient location 
for Manager Sowers and the field men. 

Tiger Flat Line—The Texas Com- 
pany has laid q three-inch pipe line 





“‘from its trunk line to the Tiger Flat 


district nine miles southwest of Ok- 
mulgee, in the lower Creek country, 
to accomodate several producers. The 
first well was drilled in this district 
two years ago, with two finished since. 
but their character was so much in 
doubt that none of the pipe line com- 
panies cared to go to the expense until 
recently. The line is taking the Alluwe 
Oil Company’s production from one 
well, about 70 bbls. a day. The Aztec 
and the Tiger wells are rated at about 
50 and 40 bbls. each. 

A Degree or Two of Gravity.—Harry 
Tipper, the literary and advertising 
manager for The Texas Company, New 
York, with the above title, has man- 
aged to perpetrate something that is 
really funny, with appropriate illus- 
trations, a la John Henry and Red 
Raven Splits. Between the lines and 
pictures he insinuates a word or two 
concerning the merits of The Texas 
Company’s petroleum products. Mr. 
Tipper will be tickled to death to re- 
cieve an inquiry, at 17 Battery Place, 
New York City, regarding the testi- 
monial furnished by His Satanic Maj- 
esty, The Devil, as to fuel oil. 

Increasing Business. — Under’ the 
management of Andrew Benson the 
Standard Asphalt and Rubber Company 
and the Petroleum Products Company, 
Independence, Kas., is adding materi- 
ally to its consumption of crude. The 
Petroleum Products Company, operat- 
ing the refinery, is now pumping about 
3.000 bbls. 2 day through its 40-1mile 
line from Delaware, in the shallow 
sand field in Oklahoma, and the as- 
phalt plant isusing about 1,000 bbls., 
most of it from the Wayside heavy 
oil district, Montgomery county, Kas., 
from which is manufactured roofing 
and paving material and several by- 
products. 

Purchased Production.—The Kan-O- 
Tex Refining Company, Caney, Kas., 
has concluded negotiations for the 
purchase of the holdings of the Merid- 
ian Oil and Gas Company in the Bar- 
tlesviiie district of the Cherokee, 
for $135,000. The property consists of 
962 acres and 16 producing wells, set- 
tled production. George Akin, of Bar- 
tlesville, has just returned from New 
York, where, as one of the principal 
owners, he met the owners of the Ca- 
ney refinery. This plant was built by 
J. R. Timmons and was recently con- 
solidated with the Superior refinery at 
Longton, Kas., and improved. It hasa 
capacity of 700 bbls. of crude. 

Texas Fire Losses.—The Texas Com- 
pany, during an electrical storm May 
21, lost a 37,500-bbl. iron tank at Sour 
Lake, Tex., containing Oklahoma dis- 
tillate, entailing a serious loss. A lit- 
tle later two 55,000-bbl. iron tanks at 
Port Arthur, Tex., belonging to the 
Gulf Refining Company, were struck 
by lightning simultaneously and de- 
stroyed, with much of the contents, Ok- 
lahoma oil. A number of field tanks 
were also burned during the same storm 
and derricks were blowed down in 
many of the Texas and Louisiana dis- 
tricts. The gas in the Oklahoma crude 
causes it to be more susceptible to 
combustion, especially by lightning, 
than the heavy gulf coast crude, and 
nearly all the tank fires recently are 
of the Oklahoma oil. : 

More Office Room.—The Gulf Pipe 
Line Company will occupy the rooms 
on the second floor of the Central 
National bank building, on East Sec- 
ond street, Tulsa, Okla., vacated by 
the Prairie Oil and Gas Company. The 
Company now occupies all of the fourth 
floor, most of the fifth and third floors 
and a considerable part of the second 
floor, to be added to bv the five rooms 
in the front of the building. The pipe 
line, producing and land departments 
of the company, covering Oklahoma, 
naturally increase and require a 
greater number of employes and more 
room. Assistant General Manager 
Cc. Cc. Barry is in charge of the Okla- 





: Thursday, 


homa division, Superintendent of Pipe 
Lines Gatrell, A. C. Braymer superin- 
tendent of production, Benjamin Moss. 
man and Murray Doan in charge of the 
land and leasing departments, 

Coffeyville Refineries—The Cudahy 
Refining Company, under the manage- 
ment of W. H. Isom, of Chicago, is now 
handling 2,660 bbls. of crude déily in 
its Coffeyville plant, through its line 
to the Nowata and Alluwe, Okla., shal- 
low sand field. Mr, Isom was in charge 
of Michael Cudahy’s oil, gas and pipe 
line interests in Indiana and Ohio at 
the time he sold out and built a refinery 
at Kankakee, Ill., which was never op- 
erated, and went to Alaska to develop 
an oil field after the Indiana sale, later 
having charge of the Cudahy Oil Com- 
pany at Bartlesville, which was sold 
three years ago to the National Oil 
Company, of Cleveland, O., which is 
now operating the producing proper- 
ties in Oklahoma in connection with a 
refinery at Coffeyville, Kas., as the 
National Refining Company, having a 
still capacity of 5,000 bbls. and is now 
laying a four-inch line to the Delaware 
shallow sand production, making the 
fifth line from that district to supply 
Kansas refineries, 

Ohio Oil Company Election.—Jobhn 
D Archbold, of New York, head of the 
Standard Oil Company, was elected 
president of the Ohio Oil Company at 
the annual meeting held in Findlay, 
O., on June 2. James C. Donnel, of 
Findlay, was elected first vice presi- 
dent and general manager; A. C. Bed- 
ford, of New York, second vice presi- 
dent; Frank S_ Rates, of Findlay, 
treasurer; F. E. Hurley, of Findlay, 
secretary; Directors, James C. Donnel, 
E. G. Palmer and R, J. Berry, Findlay; 
F. H. Hillman, Marshall, Ill., and J. D. 
Archbold. It was determined to keep 
the headquarters of the company at 
Findlay. When prosecutions of the 
Standard Oil Company were started in 
Ohio, there was serious talk of remov- 
ing the headquarters to Indianapolis, 
Ind. The company also decided to 
make many revairs and improvements 
in the northwestern Ohio field, and be- 
fore adjourning, voted to raise the 
wages of all the field men in the em- 
ploy of the company from 7% to 19 
per cent. 

Receiver Appointed.—At a meeting 
of protected and unprotected credit- 
ors of the Sunflower State Refinery of 
Niotaze, Kas., held in Independence, 
Kas., on June 1, there was a failure 
to reach an agreement, whereupon 
Referee Tomlinson appointed Pp. J. 
White, president of the Exchange 
National bank of Tulsa, receiver. J. 
B. Adams, of Eldorado, Kas., appoint- 
ed by a federal court, has been in 
charge of the business of the company 
for the past year as receiver, but will 
voluntarily relinquish the affairs to 
Mr. White. H. E. West, of Independ- 
ence, Kas., was an applicant for the 
place when Mr. Adams was_ chosen. 
The plant and appurtenances inven- 
toried $550,000 and the indebtedness is 
$225,000, mostly secured, the indebted- 
ness having been incurred by the con- 
struction of a wax plant. Miss M. 
Kaessmann, the principal owner of 
the stock, built the plant and has man- 
aged the business for five years, with 
satisfactory profits, and jealousy is 
more to blame for the failure than a 
losing business. The plant has a ca- 
pacity of 800 bbls. of crude a day. 

New Offices——The Prairie Oil and 
Gas Company is moving its Oklahoma 
headquarters offices from their present 
location in the Central National bank 
building to the new Drew building on 
East Third street, where more room 
and greater convenience will be se- 
cured on the third floor of the build- 
ing. By this enlargement the tele- 
graph department will have separate 
rooms, Cashier Tom Lott will be in 
his own purchasing room and Division 
Superintendent Latimer and District 
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LATE INVENTIONS. 





New Coupler, Invention of Foster Rob- 
inson, Introduced to the Trade. 

At the Oklahoma City convention of 
the Natural Gas Association of 
America, visitors were much interested 
in a new pipe-coupling, exhibited by 

: W. W. Strickler, of Muskogee, and 
: Foster Robinson, of Casey, Ills. Mr. 
Robinson is the inventor of the coup- 
ling and Mr. Strickler is associated with 
him in its manufacture. 
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The device is a complete innovation 
in the pipe coupling business, being a 
radical departure from the old styles 
now in use. 

The work is done with one bolt. ‘ine 
special features claimed for it are: 
Absolute uniformity of compression; 
the coupler can be locked in position 
almost instantly with the use of one 
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bolt only, and it can be assembled in 
the trench, a very great advantage in 
all pipe line work, as there is no lower- 
ing or skidding into the ditch of coupled 
pipe, which often is disastrous to an 
otherwise tight joint. It is claimed 
that the coupler will revolutionize its 
particular line of business. 

Messrs. Robinson and Strickler are 
preparing to go into the manufactur- 
ing business on a large scale, and will 
soon be in active competition with 
older couplings. 


Tank Protector.—The Donnell Auto- 
matic tank protector, which was pat- 
ented on April 5, is an invention which 
is aimed to prevent tank fires. The in- 
ventor claims that fires are caused by 
the flash coming in contact with es- 
caping gas, and has arranged a device 
that allows all the gas coming from 
the oil in the tank to pass through a 
tube, placed on top of tne tank, sO wnen 
the gas is ignited it lights at the top 
of the tube. About the center of the 
tube is inserted a diaphragm consist- 
ing of brass wire gauze, which makes 
it impossible for the flame to draw back 
into the tank and ignite the oil. Above 
the diaphragm is placed a trap valve 
with a perfect seat which is held in 
open position by a fusible wire that 
severs with the flame, causing the 
valve to drop, shutting off the flow of 
gas and extinguishing the flame. The 


device is sold for $15.00 by the Ma- {; 


loney Tank Company, of Sapulpa, 


Okla. 
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“ INTERLOCKING 
Best for Oil al Steam--The Only Safe Hose 
MANUFACTURERS 
PENNSYLVANIA FLEXIBLE METALLIC TUBING COMPANY 
} 1305 ARCH STREET, PHILADELPHIA. WORKS: W. Philadelphia 
NEW YORK CHICAGO BOSTON CLEVELAND DETROIT 
U. S. FLEXIBLE METALLIC TUBING CO. 
SAN FRANCISCO LOS ANGELES HOUSTON, TEXAS 
XK 63 Main St. 450 E. Third St. First National Bank Bldg. yy), 
FE ] N N c INVESTMENT 
® e BROKER 
NOWATA, OKLAHOMA 
BRINGS BUYERS AND SELLERS TOGETHER 
Producing Oil Properties in the Shallow Sand Field a Specialty. Tell 
WP me your requirements. All inquiries receive my personal and 
’ — ——. : you — - ry ni for sale, 
\ tell me what you have, I can find a buyer for you. a 
W. E. ROBERTS, Pres. J. T. ROBERTS, V. Pres. W. E. ROBERTS, Sec’y-Treas 
ROBERTS REALTY CoO. 
@ }) NOWATA, OKLAHOMA 
OIL AND GAS LEASES 
1500 Acres in New Nowata field. Other Leases in Delaware and Southern Extension 
. of Nowata Field. 
ee CALL AND SEE US=>— 
WILL L. BARBEE, Attorney and Counsel 
HOUSTON, TEXAS 
Special Attention to Real Estate and Corporation Laws. 
Practice in All Courts, State and Federal, 

x Dan W. Patton, C. E. PATTON & JONES Jas. J. Jones, C. E. 
’ Telephone CIVIL ENGINEERS AND SURVEYORS, —_Yone,_o#%= 
1 Steam and Electric Railways, Bridges. Municipal, Hydraulic, Pine Line and Lease Surveys and all Other 
; € Branches of Civil Engineering. APPRAISEMENT OF PUBLIC UTILITIES. 
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HYDROMETERS FOR OIL---PLAIN OR COMBINATION 


Guaranteed Accurate and Reliable. 
Send for Bulletin No, 2A, 
“INSTRUMENTS FOR REFINERS” 


CARBONDALE INSTRUMENT CO., Carbondale, Pa. 
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J. F. WINSTON, Rig Builder, Petrolia, Tex. 


COVERING NORTH TEXAS TERRITORY. 
Special Attention Given Rigs for Deep Wells—Cable and Rotary 
Rigs for Prospect Work Given Prompt Attention. 
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L. HAGER 
CONSULTING GEOLOGIST 
EXAMINATION OF OIL PROPERTIES EXCLUSIVELY 


Lumbermans Bank Building, - HOUSTON, TEXAS 
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AYERS OIL COMPANY ) 


Continental Bank Blidg., Shreveport, La. 
Producers and Shippers of Fuel Oil 


Write us for quotations. Correspondence with brokers, dealers and fuel oil users 
solicited. Can make prompt shipments 
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Mellon National Bank 
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PITTSBURG, PA. 
Has an attractive Proposition to make to Banks, 


Bankers and Trust Coripanies that desire 
Pittsburg connection. Write for terms 


RESOURCES, - OVER $45,000,000 
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EXCHANGE NATIONAL BANK 


Y 
OF TULSA 


CAPITAL STOCK, $150,000 
SURPLUS, $50,000 








OFFICERS. DIRECTORS. 
P. J. WHITE, President. J. A. Hull R. M. McFarlin 
D. F. CONNOLLY, Vice Prest. R. S. Litchfield, J. H. Evans 
H. F. SINCLAIR, Vice President. F. B. Ufer D. F. Connolly 
M. HUGHES, Cashier. M. H. Mosier’ H. F. Sinclair 
A, T. ALLISON, Asst. Cashier. E. D. Mitchel] Thos. White 
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Capital, $1,000,000 Deposits, Over $8,000,000 Y 


The Union National Bank 


HOUSTON, TEXAS 


Efficient service and conservative management combined with exceptional facilities 
for transacting all branches of business have gained for this bank prestige 
and standing throughout the City and State. 


RICE, President T..C. DUNN, Vice-P 
Fe DUNN, Cashier GEO. HAMMON’ Vice-Pres, 


H. B. FINCH, Ass’t. Cashier yy) 











W\ D. W. DOOLEY. Ass’t. Cashier 
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Foreman George Casey will be better 
situated. Assistant General Superin- 
tendent George Coyle will get fitting 
apartments, as will Production Super- 
intendent John Bennett, while Richard 
Gray and Assistant Walsh, in charge 
of the leasing department, will have 
separate offices—in all nine rooms. The 
general headquarters of the Prairie 
Oil and Gas Company will not be dis- 
turbed at Independence, Kas., as the 
large force of employes can be much 
more comfortably and economically 
maintained in Kansas than in Okla- 
homa. The company maintains head- 
quarters for Arkansaw at Texarkana, 
in conveniently appointed offices in the 
First National bank buildng, with Su- 
perintendent M. J. Loftus in charge. 

County Seat Changed.—The county 
seat of Adair county has been moved 
from Westville to Stilwell, Okla. By 
reason of its location in the flint hills, 
where many full-bloods live, much 
lease business has been transacted at 
Westville, 

Advance in Rates.—Advances in rates 
on petroleum and petroleum products 
from Chicago, Ill, and Whiting, Ind., 
have been filed with the Interstate 
Commerce Commission by the railway 
lines operating in Southeastern ter- 
ritory. The advances are effective July 
1, 1910, and affect points in North Car- 
colina, South Carolina, Kentucky, Vir- 
ginia, Alabama, Georgia and Tennes- 
see. They average about 21-2 per 
cent, 

Companies Consolidated.—The Stew- 
art Marketing Company, St. Louis and 
Chicago, has combined with the Union 
Petroleum Company, Philadelphia, un- 
der the name of the Stewart-Union 
Oil Company, of Chicago and St. Louis, 
incorporated in Delaware, with $250,- 
000 capital stock, one-half of which is 
held by each constituent company. The 
Union Petroleum Company has ship- 
ping stations at Philadelphia and re- 
fineries at Wellsville, N. Y.; Clarendon, 
Pa., and Pittsburg, while the Stewart 
concern has warehouses and stations 
at Chicago and St. Louis, and handles 
the products of eight refineries, includ- 
ing two in Illinois, three in Kansas, two 
in Oklahoma and one in Texas. 

Tanker at Baton Rouge.—The steam- 
er Lucas, first of the Standard Oil 
Company’s fleet to arrive at Baton 
Rouge. La., was due June 15. The Lu- 
cas towed two steel barges which will 
be used in the shipment of crude 
from Baton Rouge to Beaumont. 
These are the first of a fleet which it is 
said to be the intention of the com- 
pany to put into service between these 
points. The arrival of this first ocean- 
going vesse] at Baton Rouge is to be 
made the occasion of a celebration, and 
the Board of Trade is taking advantage 
of the opportunity to advertise the 
port. Oil is now coming through the 
Standard line from the Caddo field and 
in a short time the full capacity will 
be carried. 


Election.--rne annual 
meeting of the Tidewater Pipe Line 
Company was held in Titusville, Pa., 
and Robinson, Ill., June 2, in the com- 
pany’s offices. The following managers 
were elected: Dixon Q. Brown, New 
York: Robert D. Benson, William S. 
Benson, Passaic, N. J.; George F. Bak- 
er, Jr., Henry C. Fogler, Jr., W. L. 
Lewis, N. Y.: Robert McKelvy, Titus- 
ville. The board immediately or- 
ganized with the following oificers: 
President, Robert D. Benson; treasurer, 
W. S. Benson; secretary, Dixon Q. 
Brown. W. I. Lewis is the only new 
man on the board of managers. Mr. 
Lewis is general counsel for the com- 
pany, and takes the place of Samuel Q. 


Tideweter 


Brown, who died during the past 
year. In addition to the pipe lines 
to Illinois and production there, the 


Company owns several producing prop- 
erties in Oklahoma and has about 1,- 
400,000 bbls. of crude stored at Mus- 
kogee and the Glenn pool. C. E. Hane, 
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Tulsa, Okla., is the Oklahoma repre- 
sentative since David F’.. Connolly sola 
his interest and severed his connection 
with the company. Frank Haskell is 
pipe line superintendent and Illinois 
luanager, Robinson, Ill. 

Districts Merged.—T. J. McKinney, of 
Warren, Pa., has been appointed super- 
intendent of the Bradford district for 
the South Penn Oil Company and will 
enter upon his new duties on July 1, 
at which time the resignation of his 
brother, Louis C, McKinney, will be- 
come effective. Louis McKinney was 
recently elected president of the Titus- 
ville Iron Works, a large manufacturing 
establishment, located at Titusville, 
Pa., and will take up his new work up- 
on retirement from the South Penn 
Oil Company. He has been superin- 
tendent in the Bradford district for 
about eight years and has built up an 
enviable reputation as qa practical and 
untiring worker, The South Penn 
Company has extensive holdings in 
Warren, Forest, McKean and Elk 
tounties in Pennsylvania, and also ex- 
tends into Cattaraugus and Allegany 
counties in New York. Heretofore the 
Bradford and Warren districts have 
been under different superintendents, 
but upon the appointment of T. J. Mc- 
Kinney these districts have been merged. 
Mr. McKinney is well known in the up- 
per country, having been with the 
South Penn Company for a number of 
years, and his many friends will be 
pleased to hear of his deserved pro- 
motion, 

Increased Its Capital—At a meeting 
of stockholders in Houston, Tex., on 
May 28, The Texas Company increased 
its capital stock from $18,000,000 to 
$36,000,000. The directors were author- 
ized to make such disposition of the 
added capital as in their judgment is 
advisable, and the announcement is 
made that the appropriation for re- 
fineries will be extended to apply 
$700,000 to the fuel oil plant now under 
construction at Tulsa, Okla., and for 
the construction of a refinery at Cor- 
sicana, Tex., and another one at some 
point in East Texas, near the Caddo 
oil field, to utilize the paraffin crude 
produced there, making six plants when 
all are completed. A heavy block of 
the added stock, perhaps 50 per cent, 
will be issued in the form of stock 
dividends. This plan will have the ad- 
vantage of keeping the regular profit 
dividends down to a point where they 
will not alarm an over-sensitive pub- 
lic. The Texas Company has been 
prosperous, as is evidenced by the 
statement that at the time of its entry 
into the Oklahoma field its stock quo- 
tations were $135 and are now $215, the 
1909 dividend reaching $17 a share. The 
company's refined and fnel trade has 
steadily increased and made necessary 
the installation of additions] refineries 
and fuel plants, pipe lines, tank cars and 
vessels and distributing stations. Pres- 
ident J. S. Cullinan is an aggressive 
trade expander along conservative 
lines. 

The stock owned by John W. Gates 
and family. about three-eighths, it is 
announced in New York financial jour- 
nals, will be listed on the New York 
Exchange, which will give The Texas 
Company, with the Associated Oil 
Company of California, the distinction 
of being one of the very few oil com- 
panies ‘whose securities will be traded 
in on that somewhat exclusive Ex- 
change, when the listing preliminaries 
ar? completed, 

Property Transferred.—J. E. Crosbie 
announces that he has transferred to 
The Texas Company all the Galbreath 
& Chesley producing properties and 
leases in the Glenn pool] and Twin Hills, 
The price is arcund $650,000, for about 
2,009 acres and around 1,500 bbls. a day. 
Galbreath & Chesley sold to Mr- Cros- 
bie and asseciates a year ago for the 
same price as the transfer just made 
carried, including 450,000 bbls. of 
ground storage oil. 
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Pittsburg Gas Stocks. 


PITTSBURG, PA., June 6.—In the 
local market for gas stocks during the 
past week liquidation in Manufacturers 
Light and Heat wes sharp, and 4,330 
shares were sold to an unprotected 
market. The resulting fall in price over 
the week before was a point and three. 
eighths, the present price being 20%. 
The price at the beginning of the week 
was 21% , also the high value, and the 
stock was in consistent decline through- 
out the five days. Oklahoma Natural 
was the single stock to show strength. 
It was in moderate demand and sold 120 
shares, gaining in strength to 46%. 
Ohio Fuel Supply lost a quarter to 50%. 
Kansas Natural was steady at 33%. 
Union Gas lost a point and a half to 
128. 








New Pennsylvania Well. 

BRADFORD, PA., June 6.—The 
Norwich Oil and Gas Company has a 
gas well on the H. S. Rifle farm, Nor- 
wich township, McKean county, which 
starts off at 800,000 feet. It is located 
three-fourths of a mile in advance of 
the United Natural Gas) Company’s 
wells on the Butterfield tract. The 
Norwich now has two good wells in 
that section and the new lumber town 
of Goodyear, in the vicinity, will be 
supplied by the company with light and 
heat. This company was organized and 
promoted by H. S. Rogers of Mount 
Jewett. 





Gas Well Near Casey. 

LAWRENCEVILLE, ILL., June 6.— 
(Special.)—The well that the Ohio Oil 
Company has been drilling for a deep 
test on the Chrysler farm, in the north. 
east quarter of section 13, Union town- 
ship, Cumberland county, about four 
miles northwest of Casey in the Siggins 
pool, has a strong flow of gas at 1,800 
feet and may not be drilled any deeper. 
This location is only a few rods from 
a strong gasser drilled two years ago 
on the Goodman farm by the Goodman 
Brothers and sold to the Lee Oil Com- 
pany. This well was about 1,900 feet 
deep and was estimated good for 3,000,- 
000 but salt water drowned it out. 

In other outside developments a 
couple of shallow gas wells were found 
near Jacksonville, in Morgan county, in 
the central part of the state. 





Gas Men Find the Oil. 

PITTSBURG, PA., June 6.—(Special.) 
—In the deep sand districts in Harrison, 
Lewis, Doddridge and Marion counties, 
West Virginia, the various gas com- 
panies are very active in drilling test 
wells. There is no immediate demand 
for an increased supply, but it is im- 
portant to know in advance the local- 
ities that can furnish it when needed. 
Scores of good producers have been 
completed in the past two months and 
have been shut in. It is possible that 
some of these experimental gas tests 
may result in the discovery of a new 
pool of oil. In drilling for gas the 
operator does not stop till he has drilled 
through all formations if the upper 
strata prove barren. 

The various gas companies are still 
very active and in their search for the 
vaporous fluid may stumble upon a new 
pool. With the exception of Lincoln 
and Roane counties about all of the oil 
discoveries made in the past five years 
ean rightfully be credited to some one 
of the gas companies. It was the Hope 
Natural Gas Company that brought the 
Shinnston pool to light and its existence 
would now be an unrevealed secret had 
it not been that the territory was being 
tested for gas. The discovery of the 
fourth sand territory in Harrison 
county can be credited to the same 
source. 
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Some Oklahoma Gassers. 

The Hogshooter district, in Oklahoma, 
is still supplying the best gas wells in 
the Mid-Continent field, and operations 
have been quite active the past month. 

Glenn T. Braden has completed five 
gas producers, three of which are rated 
at 20,000,000. They are Nos. 1 and 2, S. 
Longbone, in 29-25-14, and No, 2, A. 
Vinita, in section 17. No. 1 on the 
latter farm was good for 15,000,000 anda 
No, 2, E. Bird, in section 8 for 10,000,000. 
The Dewey Cement Company’s No. 1, 
E. Thompson, in 9-27-18, made 5,000 
feet. 

In the Morris field, the Okmulgee Gas 
Company’s No. 2, L. S. Skelton, 16-13- 
14, is a 2,000,000 gasser. 





Gas Field Notes. 

The Wichita Natural Gas Company’s 
new station at Caney, Kan., is rapidly 
nearing completion, and will be a 
noticeable addition to its field equip- 
ment. 

Proceedings have been entered by 
Miami, Okla., in an endeavor to compel 
the Quapaw Gas Company to supply 
residents of that town with gas. When 
the line was built to Joplin an effort 
was made to secure a franchise but was 
unsuccessful. Now that the line is 
completed they want the gas and have 
resorted to the courts to get it. 

The Kansas Natural is extending its 
line from near the Oklahoma state line 
south to the Hogshooter district. This 
will be an addition of 26 miles and will 
permit the company to make connection 
with a considerable block of territory 
under development. 








PERSONAL MENTION 


W. L. Russell, of Lima, O., has been 
looking over the Mid-Continent field 
the past week. 

Emory Myers, of Allegany county, 
N. Y., a stockholder in the Sagamore 
Oil Company, is in Oklahoma 

T. J. Edwards, of Lima, O., who was 
formerly county clerk there, is look- 
ing over the Oklahoma field. 

P. A. Lawton, of Toledo, O., one of 
the alumni, is visiting James Brann 
and other friends at Bartlesville. 

J. A. Curry, of Pittsburg, is in Tulsa 
after a long absence. He has been 
looking over the Caddo situation in 
Northwestern Louisiana. 

J. H. McEwen and Daniel Anderson, 
of Wellsville, N. Y., are in Oklahoma 
looking over their producing interests 
in various parts of the field. 

James Blake, mechanician for the 
Prairie Oil and Gas Company, at In- 
dependence, Kas., has a_ six-pound 
assistant machinist at his home. 

G. A. Lyford has returned to Okla- 
homa from Tampico, where he was en- 
gaged in the manipulation of the ro- 
tary system, not altogether to his lik- 
ing. 

Jess I, Gillespie and family of Tulsa, 
Okla., and a former resident of Toledo, 
are visiting their many friends in To- 
ledo and Wood county, Ohio. Mr. Gil- 
lespie js enioying the fishing and balmy 
breezes of Lake Erie. 

J. H. MeMorrow, who as an auditer 
has been straightening out the tangles 
in the books of many oil vroducers for 
several years, has shifted his base of 
operations to Tulsa, and wili soon move 
his family from Bartlesville to that 
city. 

“Al” Douthitt, who for several years 
has been tool salesman for the Oil Well 
Supply Company, has resigned to be- 
come interested with F. M. Robinson, 
of Okmulgee, in drilling contracts. 
“Al” for many years had a right smart 
to do with contract work out of Butler, 
Pa, 

Charles C. Simmons, formerly with 
the Prairie Oil and Gas Company- 
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The economy of Goulds 


P umping Ol:l Triplex Power Pump for 


Boiler Feeding and other 





duties is acknowledged by Engineers everywhere. In our different types we can meet any condition of ser- 
vice, capacity or working pressure, reducing the cost of operation to a minimum. 

When driven by belt or direct connected to Electric Motor they require practically no attention and 
when working under most conditions can be operated entirely automatic. 


THE GOULDS MFG. CO. sere Fie N.Y 
e e Seneca Falls, N. Y. 
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OKLAHOMA IRON WORKS T,U 4.5 A, 


Largest and best equipped plant in the State. More than 18,000 square feet 
of floor space in its various departments. 


Manufacturers of All Classes of Castings and F orgings 


; A specialty made of Well Drilling and Fishing Tools, Engines, Pumps and Rig Irons; also Water Well Supplies and General Repair Work. Sole manufacturers 
t of the celebrated O. K. Iron Sand Reel, so well kncwn in Mid-Continent field operations. 
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more recently a field man with the Oii 
Well Supply Company, on June 1 be- 
came identified with the Frick-Reid 
Supply Company as credit man for Ok- 
lahoma, a position for which he is well 
qualified. 

A. L. Braymer, production superin- 
tendent for the Gulf Pipe Line Company 
at Tulsa, and Miss Susie Bremier, were 
married at Muskogee, Okla., June 6. 
Mr. Braymer is one of the most pop- 
ular oil men in the Mid-Continent field, 
and the news of his marrage will give 
many of his friends an opportunity to 
extend congratulatons. 


Archibald Campbell, a prominent 
producer in the Nowata field, a _ for- 
mer resident of Detroit, Mich., and 


Canada, last week moved his family 
from Coffeyville, Kas., to Tulsa to re- 
side permanently, since the graduation 
of his second son. Mr. Campbell is in- 
terested in production with a numpbe: 
of prominent Pittsburg operators. 


Arthur Thompson, son of W. P. 
Thompson, of Bradford, Pa., is visit- 
ing his father in Tulsa and will prob- 
ably remain in Oklahoma and join him 
in the producing business. The young 
man has been in charge of the Oil 
Well Supply Company’s store at Brad- 
ford for some time. Arthur squared 
himself with Charles Conneeiy, chief 
of police at Tulsa, also a Bradford 
man. 

Tom M. Galey, a nephew of John H., 
was in Tulsa a few days, en route horn 
to Pittsburg, Pa., after a five-months 
tour of Wyomng, Utah, Idaho, Oregon 
and California t» study the oil field con- 
ditions «nd possibilities, and report on 
the fields for Guffey & Galey. The 
next issue of The Oil and Gas Journal 
will contain a summary of data ob- 
tained by Mr. Galey, with several il- 
lustrations. 

John H. Galey, after looking over 
Wvroming and Utah, has secured 960 
acres of land well within the defined 
limits of the California field and begun 
development of the property, under 
the old firm name of Guffey & Galey, 
perhaps the greatest trail-blazers in 
the petroleum industry. After a life- 
time of wildeatting Mr. Galey is will- 
ing to drop the romance and settle 
down to steady production. 

Major James McLaughlin, one of 
the oldest attaches of the Indian ser- 
vice, having been Sioux agent many 
years ago, now assigned to special 
duty in the Five Civilized Tribes in 
Oklahoma in connection with oil and 
gas,was awelcome vyisitorat The Oil 
and Gas Journal office. Major Mc- 
Laughlin visited the principal districts 
of the Oklahoma field and met sorae 
of the prominent operators. 

Col. C. H. Hardy, who has been in 
charge of the land department of the 
Producers’ Oil Company, for the past 
four years, at Shreveport, Le., tend- 
ered his resignation some time ago, to 
take effect, at the pleasure of the com- 
pany, not later than July 1. The com- 
pany has accepted the resignation, to 
take effect the last named date, after 
which time Colonel Hardy will devote 
more time to his individual affairs, in 
the meantime retaining his resdence 
at Shreveport. 

On Wednesday, June 1, at the home 
of the bride’s parents in Tulsa, Okla., 
Mr. Charles Franklin Roeser and Miss 


Nellie Neves were married, and 
departed for an extended tour of 
the Fast, including a visit at 


the former home of the groom, Mari- 
etta, O., after which they will be at 
home in Tulsa. The groom is a brother 
of W. H. Roeser, the well known op- 
erator, and has grown up in the busi- 
ness, the Roesers having all been in- 
terested in oil since it was discovered. 
The event was a notable one in Tulsa 
social circles and many presents were 
received. 

S. L. Johnson, a lawyer of Okmulgee, 
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also interested in production, has an- 
nounced as a candidate for congress 
from the Third Oklahoma district, em- 
bracing all the producing territory in 
Oklahoma. Mr. Johnson is a Cleve- 
land Democrat, but a conservative bus- 
iness. man, and well qualified to rep- 
resent one of the greatest petroleum 
districts in the United States. C. E. 
Creager, the incumbent, is a candidate 
for re-election, epposed by H. E. P. 
Stanford, a Republican. James Daven- 
port, a Democrat, who was elected for 
the first term after statehood, is alsoa 
candidaie. It promises to be an in- 
teresting race. 

Judge Thomas Ryan, for some years 
assistant secretary of the Interior De- 
partment, now counsel and representa- 
tive for the Commission to the Five 
Civilized Tribes in Oklahoma, Com- 
missioner J. George Wright’s depart- 
ment, called at The Oil and Gas Jour- 
nal Office during the week while mak- 
ing an inspection tour of the state. 
Judge Ryan’s many friends will re- 
gret to learn that Mrs. Ryan, last week, 
fell from the second-floor landing of 
their home in Muskogee and received 
serious injuries. Both arms’ were 
broken, the ankles were wrenched and 
her body severely bruised. Her con- 
dition has improved § slightly, under 
skilled treatment. 


J. H. Evans has severed his con- 
nection with the Matson Oil Company, 
effective July 1. Mr- Evans has been 
manager of all the western interests 
of the old Devonian Oil Company’s 
properties for a number of years, the 
Matson Oil Company being an affili- 
ated organization, and will now de- 
vote his time to the Devonian and the 
Hecla companies’ affairs. He is also 
interested in the Oklahoma Natural 
Gas Company and has personal in- 


terests in Oklahoma and elsewhere. 
The resignation of Mr. Evans from the 
Matson company, in which he still 


owns stock, is taken ta mean that the 
Gulf Pipe Line Company, or the Mellon 
interests, will take over and operate 
all the Matson holdings in tie Osage 
reservation on that date, inasmuchas 
that company has laid a 57-mile six- 
inch pipe line to the properties and 
built a pump station and iron tankage. 





RECENT DEATHS. 





W. W. Weible—On Wednesday, 
June 8, W. W. Weible, a well known 
contractor, died at Independence, Kas., 
of heart disease, aged 50 years. De- 
ceased was raised at Allegheny, Pa. 


Marcus M. Fowler.—At Bradner, Pa,, 
Marcus M. Fowler, one of the older and 
well known oil producers, died June 2, 
Mrs. James Hoffman, of Nowata, Okla., 
a sister, was with her brother when he 
died. 

Charles C. Davis.—Col. Charles C. 
Davis, for many years connected with 
the right-of-way department of the 
Eureka and Buckeye Pipe Line com- 
panies, located during his service at 
Marietta, O., died at his home in Har- 
risville, Ritchie county, W. Va., May 
20. 

John Higginhotham.—At Lima, O. 
aged 72 years, John Higginbotham, one 
of the oldest and most respected citi- 
zens of the city, died June 2. Deceas- 
ed, who was born in Ireland and came 
to the United States when seven years 
of age, leaves a widow and seven chil- 
dren, 

James Lamb.—Aged 78 years, James 
Lamb is dead at Bakersfield, Cal. De- 
ceased was born at Jamh’s Run, now 
Rockmere, Pa., and for some years was 
employed in the oil fields. Seven chil- 
dren, five daughters and two sons, sur- 
vived him. 

Joseph M. Cheuvront.—Joseph M. 
Cheuvront, father of Robert Chenvront 
and also the late Janes E. Cheuvront 
of Lima, O., died last Thursday eve- 
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ning at Robinson, where he was spend- 
ing some time with his son. The de- 
ceased was born in West Virginia 
eighty years since and he is survived 
by seven children. Mr. Cheuvront was 
well known throughout the oil fields of 
Illinois, Ohio, Indiana, West Virginia 
and Pennsylvania. 


J. J. Hoblitzel_-In the death, at his 
home in Myersville, Pa., of J. J. Hob- 
litzel, the veteran oil producer and pio- 
neer, the industry loses one of its re- 
spected and noted men. Mr. Hoblitzel 
Was the pioneer of the Illinois oil field, 
having drilled the first wells of com- 
mercial importance and leased thous- 
ands of acres, which he sold, after par- 
tial development, to the Ohio Oil Com- 
pany for nearly $2,000,000. Since the 
sale of that property he has done some 
prospecting southeast of St. Louis and 
other southwestern localities. 


Winfield Scott Fowler.—Ww. S. Fow- 
ler was killed by being caught in a gas 
engine on his lease of the late M. B. 
Sills farm, near Montpelier, Ind. He 
was wearing a long coat, which caught 
on the line shaft and drew him until 
he was strangled to death. Mr. Fowler 
was well known in the Butler and Ev- 
ans City oil fie!ds and had been a pro- 
ducer in West Virginia. He bought 
the Sills lease two years ago. He is 
survived by his wife, Ella, and a son, 
John Fowler, a boy of 20, who was at- 
tending school in Parkersburg when 
his father was killed. 


W. J. McCullagh—At his home in 
Toledo, O., aged 69 years, W. J. Mc- 
Cullagh died June 9- Deceased was 
raised in Pennsylvania and followed 
the oil industry, in some branch, nearly 
all his. life. During late years he de- 
voted some time to newspaper work, 
petroleum data, having been connect- 
ed at times with the Oil City Derrick, 
the Petroleum Age and other publi- 
cations. He is survived by the widow, 
one son, B. C. McCullagh, and a 
daughter, Mrs. W. J- DeBree, of Tole- 
do. He was one of the originators of 
the Western Oil Men’s Association at 
Toledo. 

Elisha W. Smith.—At Altoona, Pa., 
Friday, May 28, Elisha W. Smith died, 
aged 52 years. The widow, whose maid- 
en name was Miss’ Gertrude Morse, 
Elyria, O.,and Josephine, a daughter, 
J. H. Smith, a brother, and two sisters 
survive him. Mr. Smith and W. B. 
Foster secured the right-of-way for the 
old Alum Rock Gas Company, to Oil 
City, after which work he was in the 
right-of-way denartment of the Na- 
tional Transit Company. At the time 
of his death Mr. Smith was engaged in 
securing a franchise for the Peoples 
Gas Company to furnish natural gas 
to the city of Pittsburg, Pa., the ordi- 
nance being before the councils. 

H. L. Rinewalt.—H. L,. Kinewalt was 
born in Williamsville, N. Y., January 
8, 1844, and died at Mt. Vernon, Q., 
May 27, 1910, where he removed from 
Butler, Pa., two years ago. With the 
exception of three years of his early life 
which was spent in San Francisco, 
Cal., the balance was passed in the 
Pennsylvania. oil fields. In the fall of 
1866 he leeated on the Tarr farm on 
Oil creek and operated on that and the 
Blood farm until 1872, when he removed 
to the more promising fields of Butler 
county, Pa., wnere he had _ been en- 
vaged in the oil business up to the 
present time, and also connected with 
the Storey Oil Company, in Qklihoma. 

Mrs. W. H. Milliken.—On Friday, 
May 27, at Bowling Green, O., Mrs, W. 
H.. Milliken, wife of W. H. Milliken, the 
well known operator, died from the ef- 
fects of Brights disease. Mrs, Milli- 
ken, who was 53 years of ave, was born 
in Bolivar, N. Y., the daughter of Mrs. 
Clarissa Davis, and was married De- 
cember 16, 1884. Three daughters, 
Mrs. William Wilke, Mrs. Chauncey 
Ross Parker and Miss Grace, and one 
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son, Charles Milliken, with 
reaved husband, survive deceased. Mr, 
Milliken, while maintaining his cit- 
izenship and family home in Bowling 
Green, has lived in Kansas and Okla- 
homa practically all the time during 
seven years looking after his extensive 
oil properties. 

William J. Seep.—Funeral services 
of William J. Seep were conducted in 
St. Titus church at Titusville, Pa, 
Friday morning, June 8, with a re- 
quiem mass beginning at 9 o’vlock, 
Rev. T. W. Cavanaugh, rector of the 
church, officiated and preached a brief, 
impressive sermon. The church was 
well filled with relatives and friends. 
At the eonclusion of the services the 
burial took place in St. Catherine's 
cemetery in the Seer family mausole- 
um. Five brothers and a brother-in- 
law, namely, Eugene E., Arthur F., Al- 
bert H., George R. and H. B. Seep, and 
J. H. Fennessy, were pall bearers. Mr. 
Seep’s wife and baby, who died in 1906, 
at Coffeyville, Kan., are buried in an 
adjoining crypt. Deceased was inter- 
ested in production near Chelsea, Okla., 
where he resided a year, afterward 
living at Coffeyville until the death of 
his wife and child, the entire family. 
The out-of-town relatives and friends 
included the following: Mr. and Mrs. 
A, F. Seep, Mr. and Mrs. E. E. Seep, 
Oil City; Mr. and Mrs. A. H. Seep, H. 
B. Seep, Denver, Col.; Mr. and Mrs, J. 
H. Fennessy, Greenwich, Conn.; Miss 
Grace Hillenmyer, Erie; Mr. and Mrs. 
Henry Ossenbeck, Bradford; T. A. Mc- 
Laughlin, Lima, O.; Mr. and Mrs. P. C. 
Boyle, Mr. and Mrs, Frank O’Day, Mr. 
and Mrs. W. J. Breene, Mrs. John 
O’Shea, Miss Libbie McGuigan, «ohn 
Donneiiey, John Darr, H. R. Merritt, 
Arthur Geary, T. M. Bléckwell, Dr. 
James Dwyer, John J. Shea, EC. 
Breene, P. H. Curry, 1. J. Richards. 
Robert: Corlett, Oil City; Walter Steele, 
Sim Mays, Franklin, 
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KANSAS TORPEDO CO. 


H. B. SCOTT, President. 





independent company 


The only 
covering entire Mid-Continent 
field. Manufacturers of Nitro- 


Glycerine for shooting oil, 
and artesian wells. 


TULSA OFFICE 
Room 6, Kirkpatrick Building, 
Third Street, 
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Cc. W. DEMING CO. 


REAL ESTATE DEALERS 
TULSA, OKLA. 


FREDERICK G. CLAPP 


GEOLOGICAL ENGINEER 
331 Fourth Ave., Pittsburg, Pa. Exam- 
inations and Reports on Oil and Gas 
Lands in Any Field. Expert Ad- 
vice. Explorations, Surveys 
and Maps. 
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